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MEDALS AWARDED TO 
THOMAS GLOVER’S 
PATENT DRY GAS-METERS. 





THOMAS GLOVER, 
PATENT DRY GAS-METER MANUFACTURER, 


SUFFOLK STREET, CLERKENWELL GREEN, anv 
ALLEN STREET, GOSWELL STREET, E.C. 


LONDON, March 25, 1859. 

Tuomas Grover takes this opportunity of thanking Gas Companies and his other Customers for the very liberal support 
and patronage he has received during the past year, which has far exceeded his most sanguine anticipations, having sold a 
greater number of his PATENT DRY GAS-METERS since the dissolution of his partnership with Mr. Croll than he was 
ever previously enabled to do in any one year. 

Tuomas Guover confines his sole attention to the business of Gas-Meter Making. The propriety of his doing so is satis- 
factorily proved by his success; and, without the practice of any quackery, or any attempt to delude the public by an absurd 
exhibition of ‘‘ Old and New Valves,” his Meters are in general use by the Metropolitan Gas and other Companies in this 
Country and abroad. For example, one Metropolitan Company have now in use above 12,500 of his Patent Dry Gas- 
Meters; some of these Meters have been fixed for Fourteen Years, and are still in working order, without complaint from 





either the Company or the Consumer. 
Tuomas Gtover thinks it necessary to put Gas Companies on their guard against parties selling Patent Dry Gas-Meters 
constructed in imitation of his, but unskilfully made on erroneous principles, and with improper and unsuitable materials. 

Tuomas Guover’s Workshops are now the most extensive in this or any other Country, and he is thereby enabled 
promptly to execute orders to any extent required. Purchasers may at any time inspect his Works and the Materials of which 
his Meters are constructed. He is ready to enter into Contracts with Gas Companies and others to uphold their Stock of his 
Meters for Twenty Years at an annual charge varying from 2} to 5 per cent., and to leave always in the hands of Gas Com- 
panies Three Years’ charge for upholding, as a guarantee for the fulfilment of the Contract. 
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PATENT SELF-ADJUSTING & COMPENSATING GAS-METERS 
CANNOT BE OVER OR UNDERCHARGED WITH WATER, | 


and they consequently register the quantity of Gas consumed with greater accuracy than Meters in which the Water-Line is variable. 


MANUFACTURED BY i| 


CROSLEY & CO.,, | 
GAS-METER MANUFACTURERS, 1 
103, SOUTHWARK BRIDGE ROAD, LONDON. 1 


N.B. The Patent Self-Adjusting and Compensating Apparatus may be applied to the ordinary Meter. i! 
Manufacturers of LOWE'S PATENT MOTIVE-POWER METER, for situations where there is an inadequacy of pressure to | 
supply the special requirements of certain consumers in low grounds during the day or night. i} 
Also, Manufacturers of EXPERIMENT METERS, GASHOLDERS, GOVERNORS, MINUTE-CLOCKS, PHOTOMETERS, | 
&e. &c., similar to those used by Mr. King, of Liverpool. j 1} 
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Extract rrom tHe Report or Messrs. Lows, Kirkuam, Pearse, AND Bartow, ON CrostEyY aND GoLDSMITHS | 
Patent METERS. 1 


| 

Our experiments lead us to the conclusion that the patent meter is a practical and substantial improvement upon the ordinary wet gas-meter, nase | | 
much as the capacity of the measuring- chamber is not diminished by an excessive supply of water, nor can it be increased by drawing off water. On the \| 
one hand, therefore, the consumer is protected against any intentional or negligent overtilling of the meter, the result of which is to exaggerate the - # 1| 
tered quantity of gas actually consumed ; and, on the other hand, the gas manufacturer is protected against the fraudulent abstraction of water by the | 
consumer, the effect of which in the ordinary meter is to cause it to register less gas than is really supplied. Time alone can determine whether these 
advantages are gained at the expense of its durability, or by any complexity which may render its utility doubtful ; but, so far as we are able to form an | | 
opinion upon these points, the patent meters are not liable to any greater derangement than the ordinary wet meters, nor do we believe they will be less 
durable. (Signed) GrorcE Lows, C.E., F.R.S., Fngineer-in-Chief to the Chartered Gas Company. 
Joun Kirxnam, C E£., late Engineer-in-Chief of the Imperial Gaslight Company. . ss 
Geppie Pears, late Engineer-in- Chief to the Incorporated and Provincial British Gaslight Compances. 
Tuomas G. BARLow, Civil and Consulting Gas Engineer. 


LICENCES GRANTED TO THE TRADE ON MODERATE TERMS. 
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NOTES UPON PASSING EVENTS. 

Ir is rather a curious commentary upon the past history of the 
connexion between some members of the Corporation of London 
and the Great Central Gas Company, that at the present day 
the public is, as far as possible, excluded from the meetings of 
the Commissioners of Sewers when any question connected 
with the execution of the public service by that company is 
under discussion. Latterly, when it was necessary to increase 
the price to be paid to this company for the supply of the 
public lamps, our own reporter was prevented from taking 
notes; and we cannot but regard the anxiety thus displayed to 

prevent observations upon the former promises and the actual 
performances of the Great Central Company, as being very 

much of a piece with the singular manner in which the accusa- 

tions made by Mr. Hope Scott against certain well-known 

parties have been allowed to remain unnoticed, or rather un- 

repelled. The citizens of London should look to these things 

more earnestly than they now do, for at the present day the 

purity of the reputation of their municipal body is the principal 

guarantee against the introduction of theoretical reforms; and 

certainly every ratepayer must be interested in preventing the 

abuse of the position and influence his servants may possess. 

It is true that latterly the spirit of persecution against the City 

Gas Company has not displayed itself so acrimoniously as it 

was wont to do; and the Commissioners of Sewers have con- 

sented to the execution of a work which will, for the future, 

do much to obviate the annoyances lately complained of as 

having been created by the Conservancy Commissioners. But, 

when this part of the proceedings of the Sewers’ Commission 

can be carried on publicly, may we not fairly ask why the ' 
—— 
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negotiation for lighting the street lamps should be carried on 
by that body with closed doors ? 

In the suburban districts of the Commercial Dock and 
Rotherhithe, we observe that the parochial authorities are 
vigorously at work in the attempt to abate the nuisances 
arising from unhealthy trades. This is as it should be; and 
as it always will be, so long as the local authorities are 
made to feel the responsibility of their position. We are, 
moreover, convinced that the repression thus exercised will be 
far more efficacious than any which might be provided by 
means of the direct intervention of the central authority; and 
though no doubt there will be cases, such as are said to have 
occurred in Islington, wherein the Dogberrys of Vestry Boards 
may convert their brief authority into means of annoying their 
political opponents, we are sure that the rule will rather be 
found to be that the prosecutions against manufacturers, pro- 
moted by the local authorities, have been temperately and 
properly conducted. This seems to have been decidedly the 
case with the proceedings against Mr. Salmon, before Mr. 
Trail, the Police Magistrate; and the parochial authorities of 
Rotherhithe deserve great credit for their conduct in the 
affair. It is a pity that they do not extend their vigilance 
to the railway arches in their district, for it is certain that 
there are many very objectionable accumulations of noxious 
matters in those places; and the black open ditches of this 
naturally undrained and unhealthy neighbourhood require to 
be dealt with energetically and speedily. 

Whilst thus referring to some of the operations of the Local 
Boards of Works of the Metropolis, it may be worth while to 
allude to the fact that the attempt made by the authorities of 
St. George’s, Hanover Square, to introduce a species of noise- 
less macadamization by using asphalte as the cementing material 
for the broken stones, has proved a signal failure. Great 
expense was incurred in laying down a roadway of this de- 
scription in Regent Street about the end of the last year; now 
it is being entirely removed, and an ordinary macadamized 
road is being again formed. The experiment has been a 
costly one, and as it has been made in Mr. Leslie’s own 
district, that universal critic may perhaps favour the public 
with some account of the motives which led to its original 
adoption, and to the outlay it has involved. In the heart of 
the town, we may add, it also seems that the attention of the 
Local Boards is being seriously directed to the state of the 
public thoroughfares, and even the long-neglected Goswell 
Street is being repaved in an efficient and permanent manner, 

The drinking fountain and the playground movements seem 
to be continued with more or less of earnestness on the part of 
the public; but unfortunately just at present the cold shade of 
a future war is chilling the philanthropic tendencies of the age. 
Rifle practising grounds are taking the place, in popular favour, 
which playgrounds formerly occupied; and they will, it is to 
be feared, materially interfere with the attainment of the very 
desirable object of providing the means of healthy and innocent 
recreation. ‘‘ War,” said Hazlitt, “is a sensible and thriving 
trade only for cannibals ;” and how grievous must be the re- 
sponsibilities of those who have let loose such a frightful evil | 
upon the world! It is humiliating to reflect that the violent 
discussions, the earnest efforts, and the great intellect, which 
have of late years been employed in the improvement of the 
physical condition of the masses of our population should, per- 
haps, be rendered useless by the folly and wickedness of a few 
self-constituted rulers of the world; but, alas! we have but to 
sigh over these unaccountable mysteries, and according to the 
exigencies of the moment, to labour to the best of our ability 


tually killing those who may invade our hearths and homes. 


in spite of the march of intellect, or the diffusion of our boasted 
civilization. They are, however, so uppermost in men’s minds 
just now that even we could not refrain from expressing an 


to provide either the playgrounds, or the means for more effec-|' 


Politics are always strange things; now, as much as ever,|! 








opinion, or from making a passing allusion to them; but 
having done so, we turn to the record of the doings we are|| 
more immediately interested in. Thus it appears that the)! 
Croydon Local Board of Health is still either unable or un-| 
willing to execute the works required for the disinfection of! 
the waters flowing from its sewerage outfail; and that these |, 
model works are still, in the eyes of the Master of the Rolls, || 
public nuisances of a very serious description. The public has}: 
heard lately a great deal about the success of the works exe-|' 
cuted at Ely, for the purpose of obviating the evils attending! | 





the discharge of sewerage; but it is to be suspected that it is | 
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‘premature to pass any opinion on the matter, for the works 
have not been long enough in operation to warrant the forma- 
tion of any very decided opinion on their eventual success. 
The system adopted at Ely, in fact, like the one adopted at 
Croydon, consists simply in the mechanical interception of the 
matters in suspension in the sewerage waters; but the evil 
complained of at Croydon arises from the presence of certain 
principles which are in chemical solution in those waters. The 
proportions of water in the natural watercourses round Ely 
compared with the volume discharged by the sewers, may be 
such as to modify or to neutralize the injurious action of the 
latter for some time. Will this always be the case? and may 
we not hereafter witness a prosecution of the Ely Local Board 
of Health, just as we now witness the prosecution of that of 
Croydon? Asa matter of principle, the systems adopted in 
both cases are equally objectionable. 

Richmond, we are happy to say, has very wisely declined to 
put itself under the Local Government Act, and has decided, 
by a majority of 518 of the ratepayers, that it will continue to 
conduct its own municipal affairs without the dry nursing Mr. 
Chadwick was so desirous of forcing upon it. 

A very curious case was lately brought before the law courts 
in which a Mr. Benoni sought for compensation from Messrs. 
Backhouse, for damage done to his property, in consequence 
of the injudicious manner in which it was contended that the 
latter had conducted their coal mining operations at West 
Auckland. In this case it seems that Messrs. Backhouse had 
caused the pillars left in the mine to be cut away, and that 
thereupon the ceiling had fallen, and given rise to a subsidence 
in the strata around, which after some years reached the pro- 
perty of the plaintiff. The pillars were cut away in 1849, the 
subsidence reached Mr. Benoni’s property in 1854; and one 
of the principal reasons for resisting the claim was, that it had 
not been brought forward within the period prescribed by the 
Statute of Limitations. The question then arose as to whether 
the Statute applied to the period at which the operation origi- 
nally producing the ground of action took place, or to the period 
when the mischief exhibited itself in the plaintiff’s property; 
and the judges have reserved their decision. The Gas and 
Water Companies of our carboniferous districts are often so 
much affected by the subsidences produced in those strata by 
mining operations, that we think it advisable to call their atten- 
tion to the matter. 

Whilst upon this subject of coal mines, it may be of interest 
to our readers to add that, according to an article by M. 
Devillez, in the last number of the Annales des Travaux Publics 
de la Belgique, the proprietors of the mine (called ‘‘ Des Douze 
Actions’), near Mons, have definitively abandoned the attempt 
to light their works by gas, on account of the difficulty of fol- 
lowing the progress of the faces, and of the great heat evolved. 
It was, moreover, found that there was no economy in the use 
of gas, instead of candles. 

A question has lately been mooted at Liverpool, which pos- 
sibly may lead to the execution of a great improvement in 
that town ; it is no less than the formation of a wide boulevard, 
for the purpose of ensuring a better circulation of air through 
the inhabited districts of this constantly extending hive. The 
expense of such an operation will no doubt be great, but the 
Tyre of our North-Western Coast does not appear to be fright- 
ened thereat. This is all the more to the credit of its public- 
spirited inhabitants; for they cannot fall back upon the 
national purse, and their previous sources of income had been 
ruthlessly sacrificed by the late Government. The munici- 
pality of Brussels seems also to have lately become aware of 
the necessity which exists in their town of doing something of 
the same description, and it is stated to have seriously enter- 
tained a project for covering over the course of the Senne (the 
river which forms the main sewer of Brussels), and of convert- 
ing the surface so obtained into a railroad for the purpose of 
connecting the northern and southern stations. We dwell 











provement of large centres of population, because there is an 
|| apathy amongst our own local rulers on analogous subjects, 
j;and the promised improvements of the Metropolis are singu- 
larly and unaccountably delayed. 
|| projected streets near Covent Garden and in the Borough ; but 
||} we look in vain for signs of a real intention of urging forward 
\|those very desirable alterations. The Metropolitan Board of 
| Works seems, indeed, to labour to merit its nickname of the 
l Board of Words. 
| We hear that both at Hastings and at Rugby the works for 





|somewhat on these provincial and foreign schemes for the im- | 


We have long heard of the | 


the Artesian wells, undertaken for the supply of those towns with 
water, are being actively prosecuted, and that at Southend the 
shaft of the deep well there in course of execution has been 
carried down about 200 feet from the surface. These experi- 
ments will be watched with interest; for in the two first cases 
no previous attempts have been made for the purpose of ob- 
taining water from or below the strata hitherto met with at 
some distance from the surface; and in the last case, it must 
be a matter of speculation as to the probable effect of creating 
a powerful draught upon the basement beds of the London clay, 
in that particular district. 

It is curious that whilst we, in North-Western Europe, are 
complaining of the want of rain, there should occur such fear- 
ful inundations ia America, and in the plains of Lombardy. 
Possibly, in the latter case, the evil passions of man may have 
assisted the work of nature, and the rupture of the dykes of 
the Po may have increased the evil resulting from the extra- 
ordinary rainfall with which that district has been visited of 
late. In the valley of the Mississipi, however, the laws of 
nature may be assumed to have exerted themselves freely ; 
and, ceteris paribus, the tales we hear of the inundations of the 
lower parts of the valley of that stream, and of its affluents, 
present a striking parallel to the tales recorded of the recent 
inundations of the Rhéne and the Loire. Now that our own 
colonies have turned their attention to the study of the means 
of deriving the greatest benefit from their natural watercourses 
(judging, that is to say, by the projects of the authorities of 
the Cape for the irrigation of their district), it may be worth 
while to examine the conditions which are likely to affect, for 
good or for evil, the occasional excess of the rainfall; and there- 
fore we propose to return, in a future number, to the subject, 
in a special article devoted to the examination of M. Savig- 
nart’s recent work on Inundations. 





THE FINALE OF THE GAS STRUGGLE IN CORK. 
Tue game of patriotism is a very uphill game to play when 
it draws on the pocket, and though stimulated by clerical 
exhortations, and maintained by the dread of persecution, yet 
these combined influences are insufficient to keep up the game 
long. This has been found to be the case even by Mr. 
Maguire and his army of surpliced canvassers in the city of 
Cork, for though they succeeded in the first instance, by in- 
fluence and intimidation, in obtaining a larger number of cus- 
tomers to take “ Irish gas” at 4s. 6d. per 1000 feet in pre- 
ference to ‘‘ Saxon gas” at 2s. 6d., they failed to retain the 
fealty of their lieges, who one by one were slipping away under 
the temptation of the saving of 45 per cent., and were 
only waiting for a good excuse to run away by hundreds. 
Feeling that the ground was giving way from under them, and 
that the longer the struggle continued the more would the 
number of deserters increase, Mr. Maguire and the other 
directors of the Cork Consumers’ Company wisely came to the 
conclusion that it would be better to make terms with the 
enemy, and thus obtain the undisputed monopoly of the supply 
of gas. The terms were proposed and accepted, and thus the 
city of Cork, after a fierce struggle, affords another illustration 
of the usual effects of competition—the consolidation of the 
rival companies into one, after a wasteful expenditure of 
money in useless works and mains, for which the consumers 
will ultimately have to pay. 

‘The competition between the two rival companies in Cork 
arose from circumstances peculiarly Irish, and different from 
those that generally give rise to such contests. That city had 
been supplied for many years by the United General Gas Com- 
pany in a manner that gave satisfaction to all. The public 
authorities and the private consumers had on two occasions 
united te express their thanks to the company for their 
liberality, and for the excellent manner in which the city was 
lighted. The company had voluntarily reduced their price from 
7s. per 1000 feet, the rate they were authorized to charge, to 
6s.; and when, owing to the rise in the price of coals, they 
afterwards made an advance to 6s. 8d., the consumers con- 
curred in the reasonableness of the demand, and on that occa- 


| sion it was that one of the public addresses was presented to 


the Directors. That 6s. per 1000 feet was a fair price for 
gas at Cork may be inferred from the fact that in the Act 
of Parliament obtained last year by the Waterford Gas Com- 
pany, they were empowered to charge the same rate, though the 
illuminating power was fixed at only ten sperm candles, whilst 
the gas which the United General Company supplied in Cork was 
equal to fifteen. Matters proceeded thus amicably until by an 


—_————— 





—— 

















wee 


ye ean Nines A 





























May 24, 1859.] 





arrangements for the lighting of the city had previously per- 
tained, was transferred to the Corporation. That body was 
influenced by a factious clique who determined to make the 


voured to arouse the slumbering animosity to “the Saxon,” 
and to CXCIt€ ¥ Uativual prejudice againct the United O...---1 


Company because they were English. Mr. Maguire, M.P. for 
Dungarvan and Editor of the Cork Examiner, took the lead in 


company that should light Cork with genuine Irish gas—this 
native article being, very characteristically, to be made from 
English coal, with English materials, under the superintendence 
of a Scotch engineer. The price at which it was proposed to 
supply consumers was 5s. per 1000 feet. It was not, however, 


cared for; and when the United General Company reduced 
their prices first to 5s. and afterwards to 4s. 6d., the opposi- 
ition was unabated, and by means of false representations, by 
|| priestly influence, by cajolary and intimidation, the company 
|| were at last formed. They applied to Parliament for an Act 
|!of Incorporation without success; and they then determined 
|\to proceed under the patronage of the corporation to lay down 
| pipes. During the whole course of the formation of the Con- 
{ 








|sumers’ Company the United General Company were attacked 
| most violently, and the public feeling was exerted strongly 


||against them in Mr. Maguire’s paper; the most unscrupulous 
‘means being adopted for the purpose of driving them from the 


\city. Thus exasperated, they retaliated by adopting the 





|price. Gas was supplied to private consumers at 2s. 6d. per 
| 1000 feet, and correspondingly low offers were made for light- 
| ing the public lamps; but the intimidation practised on the 
|consumers, who were threatened with being “‘ gibeted”’ in the 
newspapers, and of being deprived of the custom of their 
fellow-citizens if they took the Saxon gas, compelled them 
for atime to become customers to the new company, not- 
withstanding the tempting offer of a saving of 45 per cent. 
When the Irish gas was first supplied to the intimidated 
consumers and to the public lamps, the most barefaced and 
unblushing accounts were published in the company’s organ 
of its wonderful illuminating power. Hotels that were pre- 
viously ‘‘ dark as sepulchres’’ when the old company’s gas 
was burning there, were transformed into brilliantly-lighted 
palaces, shops that had required twenty burners were rendered 
splendent with ten, and the surpassing brilliancy of the light 
more than compensated for its additional price. Such were the 
wonderful properties of the Irish gas as recorded in the Cork 
Examiner, but, with characteristic aversion to facts and figures, 
no statement of its actual illuminating power as indicated by 
the photometer could be obtained, whilst the enlarging of the 
burners of the street lamps and the increase of pressure to give 
the requisite light proved that, notwithstanding their brilliant 
descriptions of its illuminating power, the quality of the gas was 
far inferior to that before supplied. Facts will make them- 
selves known, and the consumers of the patriotic gas becoming 
sick of paying nearly double the price for an inferior article, 
were returning as fast as they dare to the old company. But 
the ruinously low price the latter were charging made the 
accession of custom a loss rather than a gain to them. Sound 
policy dictated a withdrawal from the contest on such losing 
terms, and the directors of the new company also perceived 
that its continued existence depended on removing the tempta- 
tion offered to the customers to desert. A negotiation was, 
therefore, opened through the medium of Mr. Anderson, the 
engineer of the company, which has terminated in the purchase 
of the works and good-will of the United General Company in 
Cork for £26,000, which sum amounts to about one-half their 
capital invested in those works. It has been bruited that much 
better terms were offered to them before the new company 
commenced operations, but the directors were then determined 
not to yield an. inch of ground to their opponents; and now 
the shareholders have to submit to the confiscation of 10s. in 


the pound on their investment as the penalty for their stubborn- 
ness. 





The reports of proceedings at the two mectings at which the 
agreement for the sale and purchase was ratified, are published 
in another column of the Journat, in which the cause of the 
negotiation, the motives that led to it, and the probable effects 

lof the transaction are stated by the sellers and by the pur- 
||chasers, Mr. Anderson's statement to the meeting at Cork 
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unlucky change the power of the Commissioners, to whom the | 


supply of gas a political question. They strenuously endea- | 


this factious movement, and determined to form a patriotic | 


the lower price, nor a better quality of gas, that the agitators | 
| hearers, by a happy forgetfulness. At the meeting of the 


| sistency and forgetfulness of the past, we may at the next 


| that he had prepared them for a necessary rise in the price of 
| gas. 


hazardous expedient of reducing the charge for gas below cost | 


| 
| 





| taken of it by the different interests upon which it bears. The 


| the expense of altering their meters so as to pass the projected 


shows clearly that the works of the old company are in excel- 
lent condition, and are adequate for the manufacture of the 
whole quantity of gas now supplied by both companies. The 
works and mains of the new company have, therefore, for the 
most part been unnecessary, and the cost of their construction 


is an incubus that must either weigh heavily on the share- 
Lwldeis Ur VE 141d UpUl Lhe vom 2. i lee 


for the future, indeed, show that—assuming all those who have 
burned gas at 2s. 6d. per 1000 feet will continue to burn as much 
when charged nearly double—the profits of the company will be 
8 per cent. on their capital; but calculations are apt to deceive, 
and although Mr. Maguire protests against raising the price 
to consumers, he protests so superfluously, and talks about it 
so much, as to induce the suspicion that an advance is already 
contemplated. Mr. Maguire delights in contradictions, which 
are probably reconciled in his mind, and in the minds of his 


Cork Consumers’ Company only two months before the recent 
agreement was concluded, he urged the shareholders to bring 
every moral and legitimate influence to bear ‘‘ to crush the 
miserable monopoly” of the old company, and “ to cut the 
legs from under them;” yet at the meeting reported in our 
columns this day, he called on the same hearers to remember 
that at the time referred to he had expressed a desire not to 
injure the property of the other company. With equal con- 


meeting expect him to call on the shareholders to remember 


It will be seen from the report of the Cork meeting that 
Mr. Anderson and Mr. Maguire feel aggrieved by the notice 
we have taken of their proceedings in connexion with the 
Cork Consumers’ Company. With respect to the former, we 
only gave publicity to his acts, which most men would think 
complimentary rather than otherwise. He blew hot in one 
place and he blew cold in another, and we mentioned the facts 
as they appeared. In Waterford he stated that 6s. per 
1000 feet was a reasonable price for 10-candle gas when 
supplied by his own company, whereas at Cork he reported 
such a price to be exorbitant, and that 4s. 6d. per 1000 for 
gas of better quality would be abundantly remunerative. We 
published the substance of his reports, and gave him the 
opportunity of reconciling their discrepancy. He has not 
accepted the opportunity, but returns the proffered favour with 
abuse. Mr. Maguire is equally unreasonable and ungrateful. 
When Mr. Anderson complained at the meeting that we had 
traduced the Cork Company most abominably, and called them 
everything but gentlemen, Mr. Maguire interrupted him to 
add, ‘‘Oh! worse.’”’ We must remind the honourable gentle- 
man that it was not until he compared himself to a pig that 
we gave him a gentle roasting, and we did it so much to his 
own satisfaction that he beseeched us to give him another turn. 
He afterwards fancied himself an oyster, when we hinted that 
the shareholders would only get the shells; and we ventured 
to predict that in the exuberance of his imagination he might 
even fancy himself a goose, and imagine we had cooked it. 
All these similitudes were suggested by the honourable member 
himself, who cannot therefore reasonably complain if we called 
him otherwise than a gentleman. 





Circular to Gas Compantes. 


Lorp Repespa.r’s Bill for the regulation of measures used in 
sales of gas has been before the public for a sufficient length 
of time to permit some appreciation being formed of the view 








advantages of having an official stamp of accuracy to point to 
in reply to the complaints of dissatisfied consumers is a boon 
which gas companies generally have not failed to recognize ; 
and although there may be here and there some grumbling at 


ordeal, a well-considered and practicable measure which will 
accomplish the object in view will, we apprehend, meet with 
no opposition on their part. They may probably desire some 
preliminary investigation as to whether a gas-meter can be 
made so accurate as to comply with the provisions of the 7th 
section of the bill, and probably also some extension of the 
period within which the stamping of the meters now in use 
shall become compulsory, but we have no doubt Lord Redes- 
dale will pay due attention to any representations of this) 
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nature. There appears to us to be objections to the intri- 


pa re 


to be worked, and which the framers of the bill have over- 
looked. The machinery created bythe 5th and 6th Wm. IV., 
cap. 63, is by section 5 to be set in motion not only for 
testing meters in the locality where any dispute respecting 


SEO eEEeneeeten 


the official stamp. The two tests require different degrees of 
skill, and though an ordinary inspector of weights and measures 


has been once adjusted and stamped has sustained any damage, 


the instrument is guaranteed. It appears to us that instead of the 


pulsorily, it should only take place on the action of town councils, 
local boards, or the regularly constituted authorities, or on the 
demand of a large number of gas consumers; and that the ap- 
pointments of the officers should lay with the recorders in cities 
and boroughs, and with the justices in towns or districts. 
necessity for any such appointments would, we apprehend, be 
diminished if all companies and persons who sell gas were com- 
pelled to provide themselves with duplicates of the testing 


selves or by their agents in the presence of the companies’ 
officers, after having deposited the amount of any outstand- 
ing claim for gas supplied, to abide the issue of any experi- 
ment upon the accuracy of a meter. For the stamping of 
{}new meters and of meters which have undergone repairs, 
interfering with their original adjustment, a staff of officers, 
specially educated for the purpose, appears to us to be re- 
quired, and the Board of Trade may, we apprehend, be resorted 
to for finding duly qualified persons to undertake the duties 
upon the requisition of a manufacturer for the appointment of 
such an official in the district within which he carries on his 
trade. Perhaps a dozen such officers may be required in 
London, Edinburgh, Glasgow, Liverpool, Manchester, Oldham, 
Leeds, Birmingham, and Exeter, which are, we believe, the 
only places in the United Kingdom where the manufacture of 
meters is carried on; and as vacancies occur, promotions 


House officials at the out-ports. Some check would thus be 
placed upon the formation of local connexions, and a stringent 
veto should be further imposed upon them from accepting any 


dence and the efficiency of their office. The low scale of fees 
contemplated by the bill would afford ample remuneration to 


rity which the public would enjoy would be a sufficient com- 
pensation for the expenditure the Treasury must sustain in 
providing the outfits for such establishments. 

One objection to the seventh section has been brought to 
our notice which a few additional words will, however, rectify. 
It prohibits any meter from being stamped which ‘‘ shall be 
found capable of being made to register quantities varying 
more than two per centum from the true standard.” Now, 


and comprehensive, so also must they be sufficiently precise 
and explicit to prevent their being misconstrued; and it has 
}been suggested to us that the language used will permit a 

captious inspector to test a meter when inverted or placed out 
of level, should he be so inclined, and to condemn it if it does 
not comply with the provisions of the bill when so fixed. The 
insertion of the words “‘ when placed on a level base,’’ before 
the extract we have quoted, will effectually prevent any such 
abuse of this section, and will authorize the stamping of any 
meter which is capable of transmitting gas, and of correctly 
registering the quantity passed, within the tolerated limits of 
variation. 

The agitation of the question of the supply of gas to the 
metropolis, and the breakdown of the evidence against the gas 
companies before the parliamentary committee, may, after all, 
not be without good effect, as they have given all parties con- 
cerned a clearer view of their relative positions, and may serve 
to bring about a settlement of their differences on fair and 
equitable terms. We are strengthened in this opinion by the 
altered tone and the sensible remarks of a suburban journal 








cate machinery by which the system of inspection is proposed | 
their accuracy exists, but for the original test to which they | 
must be submitted by the manufacturers before they receive | 


may be quite competent to determine whether a meter which | 
glad that it has found acceptance by an influential organ of the | 


or undergone any change which has impaired its accurate regis- | 
tration, he may be quite incompetent, without some preliminary | 
instruction, to make the original test by which the accuracy of | 


machinery of the Act before mentioned being set in motion com- | 


The | 


apparatus described in the second section of the bill, and to | 
permit any of their customers to use the same either by them- | 


might take place from the poorer to the more lucrative berths, | 
in the manner practised with respect to the superior Custom | 


other engagement, or from otherwise impairing their indepen- | 


the small staff required by such an arrangement, and the secu- | 


as in framing a law it is essential that its terms should be large | 


| that was not long since a violent partisan of the agitators, and 
supported all their extravagant demands. It now calls on the 
*‘ gas reformers’ to adapt their proposed reforms to the actual 
condition of the gas companies, and not to attempt to destroy 
an existing monopoly by endeavouring to establish competition, 
which experience has proved cannot practically exist except for 
short periods; and, as our contemporary observes, ‘‘ what- 
ever advantages may accrue to the public during a brief war- 
fare, will be more than counterbalanced by the disadvantages | 
| to which they will be subsequently exposed.” This is a point | 
that we have frequently endeavoured to enforce, and we are) 





gas movement. 

A monopoly of the supply of gas is, in London at least, an 
admitted necessity, and the evidence given before the com-| 
mittee, which was intended to have an opposite effect, confirmed 


' ments and the injuries caused by useless competition. ‘‘ ~ | 
observes the South London Journal, “ our proposed gas re-| 
formers are wise, they will yield to the force of a fact, and will | 
‘ go in,’ not for free trade (which they can never have), but 
for a regulated monopoly, by which they will know the worst, | 
| and have credit for it, instead of being professedly free under | 

an actual despotism.” By adopting this course, and by repu- | 
diating all notion of competition, they would place the gas | 
companies in a more assured position, and would thus incline | 
them to enter into such arrangements as may be thought| 
desirable to protect consumers from the possible abuse of, 
arbitrary power. 

There is good reason to believe that the ill-success of the 
misdirected efforts of the gas agitators has considerably mode- 
rated their views, and that the altered tone of their South 
Metropolitan organ is but the reflex of the change that has 
taken place among them. We shall hail with satisfaction any 
practical evidence that this is the case, and hope they will) 
soon give us occasion to alter the term “‘ agitators” for that of | 
‘‘ reformers,” which is bestowed on them by our contemporary. | 
That reforms are needed no one will deny. The gas com- 
panies have, indeed, admitted as much, and have expressed 
their willingness to agree to arrangements reasonably applicable | 
to the present circumstances of the gas supply of the metro- 
polis, but they are, naturally enough, unwilling to yield to in- 
timidation. 

We have not yet heard whether the “reformers” intend to 
take any steps in the ensuing session of Parliament, further 
| than that they have wisely abandoned all thought of more 
| “inquiry.” They have learned that lesson from experi-| 
| ence The information gained in the committee must, however, | 
prove valuable in the settlement of the question, though it was 
not of the kind sought for by those who instituted the investi-| 
gation. If it be intended to bring in a bill to regulate the gas, 
supply of the metropolis on such conditions as those proposed 
| by Mr. Hughes in the committee, it would indeed be proof that | 
| the agitators had altered their character; but we should then, 
scarcely recognize them as reformers. Such a bill we should | 
be compelled to oppose as insufficient to meet the just require- | 
ments of the consumers, and we should be placed in the, 
anomalous position of contending with the promoters of the 
gas movement on behalf of those whose cause they had aban-| 


| 
| 
| 





| 
} 


| 


change can have advanced quite so far as that; but there is, 
reason to anticipate, from the altered opinions already ex-| 
pressed, that we may shortly find the ci-devant agitators in our 


own ranks, fighting under the banner of conservative reform. 
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2523,—Gusrave Scumup7, of 2, Caroline Street, Bedford Square, London, 
for “ Improvements in the manufacture of cast-iron pipes.’ Provisional 
protection only obtained. Dated Nov. 10,1858. 
In constructing moulds for casting iron pipes a hollow iron pattern of the 
ordinary description is employed, and this is laid on a table and secured 
to it by bolts, The top of this table is hollowed out so as to allow just 
one half of the pattern to descend below its upper surface. If the hollow 
formed in the table is wider than the diameter of the pattern, the extra 
space is filled by strips of wood put in on each side. On to the table, and 
over the pattern, a rectangular frame is placed, the ends of which are 
arched to pass over the ends of the pattern. The width and length of the 
opening in this frame are about one inch greater than the diameter and 
the length respectively of the pipe to be made. The portion of the pat- 
tern above the surface of the table is then covered all over with a suitable 
thickness of loam—the loam being brought to a uniform thickness by a 
bar or template moved about the central axis of the pattern. This coating 
of loam is dried by turning steam into the interior of the pattern, which 
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that fact, by showing the advantages of the districting arrange- |' 
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doned. We cannot suppose, however, that the progress of || 
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is closed at the end and connected with a steam-pipe for the purpose. 
When the loam is sufficiently set, the rectangular frame is to be lifted up 
so as to withdraw the half mould of loam from the pattern, but before this 
is done — before the loam is dried) it is closed in at the two ends by 
arched plates or castings, which are fixed by bolts or keys to the curved 
ends and also to the straight sides of the rectangular frame, and on these 
plates or castings are fixed bars, connecting together the two end 
plates and bearing on the surface of the loam. The bars are held against 
| the loam at several points in the length of the pipe by semi-circular pieces 
| passing over the mould, and attached to the two sides of the rectangular 
| 








frame. After the half mould has been removed from the pattern and been 
dried, the interior surface is finished, blacked, and again dried, and then 
two of the half moulds, with their supporting frames, plates, and bars, are 
clamped together, and a core introduced between them. Afterwards the 
casting is effected in the usual manner. 
2526.—Epwarp Locks, of Newport, Monmouth, engineer, for “ Improve- 
ments in the construction of gas-meters.” Provisional protection only 
obtained. Dated Nov. 10, 1858. 
This invention relates to improvements in that class of meters known as 
wet gas-meters, the object being to provide for the efficient working of the 
meter at variable heights of the water-level. To this end the measuring- 
drum is mounted in a swinging frame instead of in stationary bearings, 
and is kept at a determinate height with respect to the water-level, by 
supporting it by means of a float or its equivalent. The frame which 
carries the drum may be forked and jointed to the meter-case, and the 
float may be connected with the bearings of the axle of the drum. The 
motion of the drum is communicated to the counting apparatus by 
means of a deep-toothed pinion, which allows for the rise and fall of the 
drum. At both the entrance and the exit side of the meter it is proposed 
to insert slabs of glass into the case, for the purpose of showing the level 
of the water. To remove from the glass any deposit that might hide the 
water-level, a wiper made of sponge or other suitable substance is applied 
to the inner surface of the glass by means of a rod which passes through 
the case. Thus, when an inspection is required, the wiper may from the 
outside of the meter be drawn over, and caused to clean the glass suf- 
ficiently to exhibit the water-level. This wiper applies also to other 
kinds of glass gauges. 
2527.—Cuartes Tiot Jupxrns, of 32, York Road, Lambeth, London, 
for “‘ Improvements in gas regulators.” Patent dated Nov. 10, 1858. 
These improvements consist in fixing a bar or other support across gas 


which letters patent, No. 1943 and bearing date Aug. 27, 1855, were 
granted to him, and across gas regulators constructed according to the pre- 
sent patentee’s invention, for which letters patent, No. 1760 and bearing 
date July 24, 1856, were granted to him. Suspended to such bar or sup- 


is connected with the disc or with the spindle of the valve, which is placed 


screw on, or otherwise connected with the other end of the balance-rod, so 
that, by moving such weight to or from the point of suspension of the rod, 
the amount of pressure at which it is intended the valve in the inlet- 
chamber shall be closed can be regulated. By such arrangement a 
disc or internal cover of cast iron or other material of greater weight than 
has hitherto been used in gas regulators can be employed. 

The claim is not for any of the parts taken separately, but for the 
before-described improvements for regulating the amount of pressure at 
which the valve will be closed. 
2604.—Joun Lestrz, of Conduit Street, London, for “ Jmprovements in 

the manufacture of gas.’’ Patent dated Nov. 18, 1858. 

This invention has for its object improvements in the manufacture of gas. 
Heretofore, in the manufacture of gas from coal and other bituminous 
mineral substances, it has been usual to subject them to the process of 
destructive distillation, and then to purify the gas obtained. These im- 
provements in the manufacture of gas for the purposes of illumination 
from parrot coal, cannel coal, Boghead coal, and other mineral bituminous 
matters capable of affording paraftine, consists in subjecting such mineral 
bituminous matters to distillation at low temperatures, as is well under- 
stood, in order to obtain the products distilled over in a condensed liquid 
form, and then to subject such liquids to processes of purification, in order 
to fix or remove the ammonia, sulphur, and other impurities, and then to 











_ 


subject the purified liquids to destructiye distillation, by which very pure 
gas is obtained. 

In the manufacture of gas from coal by destructive distillation, as at 
present practised in gas-works, it is necessary to employ very extensive, 
and at the same time very expensive, machinery and processes between 
the retorts, where the gas is distilled off, and the gasometers, wherein the 
gas is stored for distribution; and the necessity for the use of such ma- 
chinery and processes arises from the high temperatures employed in dis- 
tilling over every vaporizable constituent of the coals employed, by 
which not only is the illuminating gas distilled off, but also very inferior 
and deteriorating gases, with products of sulphur and other impure mat- 
ters, which are prejudicial not only in respect to the illuminating powers 
of the combined gases, but also injurious in other respects. It is for the 
purpose of purifying the gas from the sulphur and other impure products 
that gas-works have heretofore found it necessary to employ such exten- 
sive and expensive machinery and processes. In addition to the above 
objections, large quantities of tar, as well as of very offensive products, 
result from the present system of manufacturing gas from coal at gas- 
works, resulting in a great waste in regard to the quantity of good and 
pure illuminating gas which a given weight of coal is capable of affording. 

According to this invention, ‘illuminating gas may be manufactured 
from coal and other bituminous mineral in such manner as to dispense 
with the use of the machinery and processes now necessary in gas-works 
for purifying gases after they leave the retorts, and before they arrive at 
the gasometers. The invention consists in so arranging gas-works as to 
employ in the manufacture of gas the hydro-carbon products of coal or 
other bituminous minerals obtained by distilling such substances at a low 
temperature, whereby the necessity for using the machinery and processes 





_| for purifying illuminating gas obtained by the existing processes of de- 


regulators constructed according to the invention of Charles Esplin, for | 
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structive distillation of the bituminous mineral is dispensed with. For 
this purpose cannel coal, parrot coal, Boghead coal, and other coal, or other 
mineral bituminous matters, are distilled at a low temperature in such 
manner as to obtain the products in a condensed form, in place of in the 
state of gas, Then, when necessary, the resulting fluids are purified, and 
afterwards such fluids are subjected to the action of heat, in a finely 
divided state, in retorts or vessels, to convert them into gas, which is con- 
veyed into gasometers such as heretofore used at gas-works, in order that 
the same may be distributed therefrom, as heretofore practised. 

It is not new, separately, to obtain condensed fluid products by dis- 
tilling coal and other bituminous mineral substances at low temperatures, 
but such process has not been resorted to as a preparatory step in the 
manufacture of illuminating gas at gas-works. . 

Although various forms of retorts or vessels may be employed for dis- 
tilling coal or other bituminous mineral substances at a low temperature, 
it is preferred to use a cylindrical retort heated externally by a fire, such 
retort being caused constantly to revolve slowly. Into this or other suit- 
able retort the coal or bituminous mineral is introduced, broken up into 
small pieces, and the products evolved pass off to the condensing apparatus, 
which is constantly kept cool by water, and the condensed hydro-carbon 
products are received into a suitable receiver or vessel. Care is to be 
taken to keep down the heat of the retorts, in order to prevent the pro- 
ductions of gas or vapours which will not condense, the object being to 
obtain only fluid hydro-carbons by the first process of distillation. 

When using the better classes of cannel coal, the hydro-carbons obtained 
may at once be employed for the manufacture of gas as hereinafter ex- 
plained, but when using hydro-carbons (obtained from less pure coul, or 
other bituminous mineral) which have nitrogenous and sulphur com- 
pounds combined therewith, the purification is effected in the followin 
manner:—To remove the nitrogen the crude hydro-carbons are washe 
with dilute acid. Dilute sulphuric acid will answer the purpose, but it is 
preferred to use dilute muriatic acid, prepared by adding five gallons of 
water to one gallon of the concentrated muriatic acid of commerce, The 





| hydro-carbons are then agitated violently with this diluted acid, using 


fifteen gallons of the diluted acid to every ton of oil. The mixed hydro- 
carbons and acid is then allowed to stand for twelve hours, at a tempera- 
ture of 90 to 100 Fahrenheit, and then the layer of acid liquor which 
will have separated is to be drawn off. 

To free the hydro-carbons from sulphur compounds the patentee uses 
at the rate of one pound of caustic soda with one gallon of water. From 
fourteen to thirty gallons of such solution will be found sufficient to purify 
a ton of the hydro-carbon fluid. For this purpose the solution is well 
stirred into the hydro-carbons, and then allowed to settle for some hours, 
when the purified hydro-carbons may be readily drawn off from the 


| impurities. 


port is a balance lever-rod at right angles therewith, one end of which rod | 


When the coal or other mineral bituminous substance contains a large 


| quantity of sulphur, one of the two following processes may be resorted to 


nearer the end of the regulator at which the outlet is situated than has 
been hitherto done, and a weight or counterpoise is provided to slide or 





with advantage, prior to distillation, to prevent any sulphurous constituent 
from distilling over with the hydro-carbons:—1. The coal is mixed 
with 10 per cent. of slacked lime before distillation, and then distilled as 
before described. 2. The coal when broken into small pieces is steeped 
for from three to six hours in a liquor made by dissolving in the pro- 
portion of one pound of common salt in one gallon of water, and adding a 
quarter of a pound of quick lime thereto. After the coal has been thus 
steeped, it is to be removed from the liquor and dried, either by exposure 
to the air or by the application of a gentle heat, and then distilled as 
before described. 

In order to convert the hydro-carbon liquid into illuminating gas, it is 
caused to drop into a retort or vessel heated to a good red heat, and the 
gas is conveyed from the retort into gasometers of the ordinary con- 
struction, from which it is supplied to the mains as gas has heretofore been 
supplied. By these means not only will gas-works be rendered less 
objectionable in any neighbourhood, but the gas obtained will be more 
pure, and the cost of production will be greatly reduced. 


2628.—James Easton, the elder, and Cuantes Epwaxrp Amos, both of 
the Grove, Southwark, London, for “‘ Improved apparatus applicable to 
drains, sewers, and watercourses, for the purpose of removing extraneous 

solid matters therefrom.” Patent dated Nov. 19, 1858. 

This invention consists in adapting to some convenient part of the drain, 
sewer, or watercourse, a grating of peculiar construction, whereby any 
extraneous solid matters, such as weeds, pieces of wood, brick-bats, stones, 
the dead bodies of animals, or other substances, may be arrested in their 
progress along the drain, &c., and removed therefrom, so as to prevent 
their blocking up the passage-way and stopping the flow of water therein. 
To this end a chamber or recess of suitable form and dimension is con- 
structed at some convenient part of the drain, sewer, or watercourse, and 
made to extend across it from side to side. In this chamber is mounted a 
moveable grating, in such a manner as to extend transversely across the 
whole of the water-way of the said drain, &c. The grating is to be formed 
of a suitable number of endless chains, connected together laterally in any 
convenient manner, and provided with projecting pins, points, or hooks ; 
ora number of short bars, similarly provided with projecting pins, may 
be jointed together in an endless series, so as to form an endless grating, 
which is to be passed round wheels or rollers mounted in the chamber or 
recess formed in the drains, &c. This endless chain or grating should not 
be placed vertically, but at an inclination to the line of the drain or 
sewer. 

It will be understood that the water and liquid matters will pass freely 
through the endless chain or grating, but that solid matters of any great 
size or dimension, or that would be likely to cause an obstruction in the 
watercourse, will be arrested by the grating; and that, by causing the 
same to rotate by communicating motion to the wheels or rollers on whi 
the endless chain or grating is mounted, the pins, points, or hooks attached 
to the grating will be caused to lift up such solid matters out of the 
chamber, and deposit them in some receptacle provided above for the 


‘ The claim is for the adaptation to sewers, drains, or watercourses, of a 
moveable endless chain or grating provided with pins, points, or hooks, or 
other analogous contrivances, whereby solid matters may be lifted out of 
the drain and deposited above above, as herein set forth. 
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2632.—James Wapswortu, of Salford, machinist, for “‘ Improvements in 


gas-burners, and in the means or methods of and in apparatus for mode- | 
| moved altogether for repairs or for other purposes. 


rating or retarding, regulating or governing, the flow and pressure of gas 

used for purposes of illumination, and in street lamps or lanterns for 

shielding flame from the action of wind and rain.” Patent dated 

Nov. 20, 1858. 

The first part of this invention has reference to gas-burning apparatus, 
and consists in the art or method of constructing such apparatus so that 
the current or stream of gas, before issuing from the burner, may have its 
velocity retarded and its pressure moderated by passing through a tortuous 
or winding passage. 

It is known that illumination by gas is most economically and bene- 
ficially conducted when the defect called “blowing” is prevented, and 
the combustion of the gas is effected with a languid or idle flame. ‘To 
attain this result recourse has been had to various devices, with various 
degrees of success. 


is opened also; and when the primary valve closes, it allows the second 
one to close also. It will likewise be closed if the primary valve be re- 
) The pressure of the | 
fluid being exerted on the secondary or loose valve, it is closed immediately | 
—it is freed from the pressure of the primary valve. The primary valve is| 
fixed on a suitable stem, which may be either actuated by a lever or by | 


| @ screw, or the stem may be furnished with a thumb-knob, shank, or 


The principle upon which the present improvement | 


is founded, is that of checking the velocity of the current of gas as it ap- | 


proaches the burner, by continually changing the direction of the channel 
through which it flows, so as to retard the stream by the continued deflec- 
tion of its course. This is effected by compelling the gas, before it ob- 
tains access to the point of ignition, to pass through a tortuous or spiral 
passage either winding through or about the body of the burner, or within 
the neck by which the gas is admitted, into a small chamber anterior to 
and surmounted by the burner, or within a hollow plug or tube connect- 
ing the burner with the branch-pripe, or within any convenient part of 
the latter. 

The second improvement, applicable also to gas-burning apparatus, con- 
sists in a method of retarding, obstructing, or moderating the velocity of 
the current of gas by means of a button or mushroom-shaped stud or de- 
flector supported only by its stalk or central stem, and not touching the 
internal surface of the pipe or tube, or cavity which contains it. En- 
countering this stud, the gas is deflected radially towards the periphery 
thereof, between which and the sides of the containing tube or cavity it is 
compelled to flow. ‘This deflector is applied either within the cavity of 
the burner, or in the small chamber before mentioned. 

The third improvement is one upon a certain part of a former invention 
of ‘Improvements in the production and management of artificial light, 
and the apparatus applicable thereto.” (Patent dated Dec. 28, 1857.) 
This improvement consists in the use and application of the button or 
mushroom-shaped deflector before Jescribed in place of, and as a substitute 
for, a small disc or plate of metal placed transversely across and dividing 
an expansion chamber used for rarefying and expanding the gas, and for 
raising the temperature thereof. 

It is found by experience that the more the spiral groove or canal is 
prolonged, the greater the diminution effected by it in the pressure of the 
gas, and vice versi. ‘The patentee avails himself of this property of the 
spiral groove in his fourth improvement, which also has reference to gas- 
burning apparatus, and consists in the construction, combination of parts, 
and arrangement of a certain apparatus for regulating the pressure of, and 
for governing, restraining, and shutting off the supply of gas flowing to the 
burner. The apparatus consists of a small chamber or receiver, sur- 
mounted by the consuming burner, to which the gas is admitted through 
a spiral canal, formed, as described under the head of the first improve- 
|ment, between a deeply-grooved screw and the inner surface of a tubular 
neck or cylinder which contains it, and in which the screw, being 


moveable, can be raised or lowered so as to lengthen or shorten the spiral | 


canal at discretion. The apparatus operates thus:—The chamber being 
turned round by a milled edge, carries with it the screw, and, according 
to the direction in which the chamber is turned, the screw will be raised or 
lowered, and the effective part of that which is within the neck will be 
shortened or lengthened, and by such shortening or lengthening the 
pressure of the gas will be varied as desired. If the screw be depressed 
until the head is in contact with the top of the neck, the passage through 
the latter will be entirely closed, and the gas shut off, so that this appa- 
ratus may be made to answer the purpose of a regulating-tube. 

The fifth improvement applies to lanterns or street lamps, and consists 
in the use and application of tortuous, winding, or spiral passages for the 
admission of fresh and the evacuation of vitiated air, or vapours into and 
from the same. A metal cylinder is fitted into or forms part of the bot- 
tom of the lamp, and within the cylinder is fitted closely a spiral-twisted 
plate or volute of thin metal, through the centre of which the supply-pipe 
passes with a close joint. The air for the support of combustion in the 
burner finds admission through the channel enclosed by the volute of 
metal, and containing the cylinder. The top of the lamp is crowned by 
another metal cylinder, containing also a volute of thin metal similar to 
that before described. The cylinder is roofed with a conical cap, through 
which a spindle, which forms the axis of the metal volute, passes, and is 
secured by an ornamental nut upon its screwed end. Another nut at the 
bottom of the spindle serves to fasten the volute thereon, and holes are 
provided in the cylinder at the top of the lamp to allow the escape of the 
vapour or smoke from the lamp after it passes up the spiral passage or 
canal, The effect of this improvement is to shield the light more per- 
fectly from gusts of wind, violent gales, and other atmospherie influences 
prejudicial to the maintenance of a steady flame. 


2636.—CuHARLEs Tomuinson, of Worcester Street, Wolverhampton, for 
‘“‘ Improvements in stop-taps or valves.” Patent dated Nov. 20, 1858. 
This invention of improvements in stop-taps or valves’ relates to valves 
or taps which close by the motion of a valve or plug which is bedded in, 
or removed from, its seating, and which is arranged so that the valve or 
plug opens against the pressure of the fluid whose supply or passage is to 
be regulated. In order that this valve or plug may be removed at pleasure, 
either for cleaning or for other purpose, and this without opening the 
passage for the fluid, another similar valve is fitted in combination with 
the first mentioned, so that it stops the passage when the primary valve 
is closed, as also when it is removed from its seating altogether. This 
secondary valve is mounted on a stem, working in a guide or bridge- 
piece, which stem also enters a hole or socket in the head and stem of 
the primary valve, into which it is loosely fitted and otherwise arranged. 
So that when the primary valve is opened, the secondary or loose valve 








ball, or lever and ball, or other contrivance for actuating the valve, and | 
the barrel of the stop-tap or valve is made to separate by a suitable screw | 
or other joint, so as to ensure ready and easy access to the valves. 


‘The claim is for the application of secondary valves in combination | | 
with the principal valves in stop-taps or valves, as and for the purposes | 


above described. 


HAS BEEN GRANTED FOR THE UNDERMENTIONED INVENTIONS. 
886.—Tuomas Spencer, of 192, Euston Road, Euston Square, London, | 


PROVISIONAL PROTECTION | 
{| 





| 


| 


analytical and consulting chemist, for ‘* Improvements in the economical | | 


treatment of refuse or waste matter containing sulphur.’ April 9, 1859. 
966.—Joun Mou ez, of Seabright Place, Hackney Road, London, for “4 | 
new compound liquid for illuminating purposes.” April 16, 1859. | 
970.—GerorcE Porter, of the City of London, smith and gas-fitter, for | 
“* Improvements in valves and cocks.’ April 18, 1859. | 
1010.—Tuomas Seavitte Truss, C.E., of Darlington, in the co. of | 
Durham, for “ Improvements in the construction of pipes, and in the mode | 
_ of joining the same.” April 21, 1859. 
1052.—Jean Marte Crrovx, of Brussells, for ‘* Improvements in | 
glasses and shades applicable to gas-burners, lighthouses, and railway 
signals,” April 27, 1859. 
1058.—Ronert James Laine, of the Independent Gas-Works, Hagger- | 
ston, London, engineer, for ‘Improvements in wet gasemeters.”” April 27, 
1859, 
1091.—JosrrH SovauirReE (called Ente), C.E., of 29, Boulevard St. | 
Martin, Paris, for ‘4 new and improved process for distilling coal.” 
April 30, 1859. 
1105.—Wii1aM Jounsoy, C.E., of 47, Lincoln’s Inn Fields, London, for 
“Improvements in the manufacture or production of mineral oil and grease.’” 
A communication. May 3, 1859. 
1130.—Anprew Knox, of 2, Victoria Cottages, Hertford Road, Kings- | 
land, London, engineer, for “* Improvements in gas regulators.” May 5, | 
1859. 
1140.—Samvext Wricut, of Sudbury, Suffolk, gas engineer, for ‘(An im- | 
proved gas governor or regulator.’ May 6, 1859. 











1177.—Joun AMSTERDAM, mechanical engineer, of the city of New York, 


U.S.A., for “Improvements in impregnating illuminating gas with hydro- 
carbon vapour.’ May 10, 1849. 


NOTICES HAVE BEEN GIVEN OF INTENTION TO PROCEED 
WITH THE UNDERMENTIONED INVENTIONS. 


17.—James Harris, of Hanwell, Middlesex, engineer, for “Improvements | | 
in apparatus for regulating the pressure and flow of steam, water, and || 


other fluids.” Jan 1, 1859. 
970.—GrorcGE Porter, of the City of London, smith and gas-fitter, for 
“Improyemonts in valves and cocks.” April 18, 1859. | 
1058.—Rozert James Latina, of the Independent Gas-Works, Hagger- | 
ston, London, engineer, for ‘Improvements in wet gas-meters.”’ April 27, | 
1859. 





LIST OF PATENTS WHICH HAVE BECOME VOID 


BY REASON OF THE NON-PAYMENT OF THE ADDITIONAL STAMP DUTY OF | 
£50 BEFORE THE EXPIRATION OF THE THIRD YEAR. | 
28.—Cuar.es MARSDEN, “Improvements in the ventilation of sewers, tunnels, 
mines, and other confined places.” Jan. 3, 1856. | 
109.—SamvEL SHEPPARD, ‘44 new or improved tap or stop-cock.” Jan. 14, | 
1856. 


| 132,—Wirt1am Westsrook Squires, “ Improvements in preventing the 


bursting of pipes and tubes for conveying liquids.” Jan. 17, 1856, 
230.—Witiiam Assury, “A new or improved tap or stop-cock.” Jan. 28, | 
1856. 
270.—Joun Henry Jounson, “ Improvements in gas-burners and in regu- | 
~ lating the combustion of gas.” Jan. 31, 1856. 
281.—Henry Bestwick, “ Certain improvements in cocks, taps, or valves,’” | 
Feb. 1, 1856. | 
297.—RupoirH Bopmer, ‘(An improved lubricating oil.” Feb. 4, 1856. | 
329.—James Mracock, ‘(4m improved means of fixing diaphragms in 
gas-meters.” Feb. 6, 1856, 
424,—Ricuarp Lamine, ‘ Improvements in purifying gas, in preparing 
materials useful for purifying gas, and in apparatus to be used in purify- 
ing gas and disinfecting gas liquors or washings.” Feb, 20, 1856. 
516.—Ricuarp ARCHIBALD Brooman, “ Improvements in treating bitumi- 
nous shale, boghead, mineral, and other like schistous bodies, in order to ob- 
tain various commercial products therefrom.” Feb, 28, 1856. 
608.—JoserH Sturce, “Improvements in rotary fluid meters,” 
1856. 
611.—Granp pe Cuateaungur, “4 hydropneumometric gas-meter.” 
March 13, 1856. 
634.—GrorcE Hitts, “Improvements in treating fatty and oily substances, 
so as to obtain stearine, and oleine in separate states.” March 17, 1856. 
767.—Cuartes Duranp GarpissaL, “dn improvement in screw stop- 
valves.” March 29, 1856. 


March 13, | , 


| 


{| 


| 


| 


| 





772.—Henry Henpverson, “ Improvements in stop-cocks or valves.” 
March 31, 1856, 
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Parliamentary intelligence. 


GAS COMPANIES. 

RetTuRN, for the last Ten Years, of the Parliamentary Expenses incurred in 
each Year by Gas Companies, under the Heads Parliamentary Fees, Fees 
to Counsel, Attendance of Witnesses, other General Expenses; and of the 
Proportion’ which the Total Parliamentary Expenses bear to the Total 
Capital of each Company. 





Barnsley Gas Company. 
This company was incorporated by an Act of Parliament made and passed 
in the fifteenth year of the reign of Her Majesty Queen Victoria, c. 8, 
intituled “ An Act to Repeal the Barnsley Gas Act” (1 and 2 Geo. IV., c. 7 75), 
“and to make other Provisions i in lieu thereof, and to Authorize the Raising 
of a further Sum of Money.” 
Session 1852.—Royal ‘Assent, May 28, 1852. 








1852.—Parliamentary Fees: House of Commons. £81 0 0 
~ a Ditto Lords . 75 5 0 
— £156 5 0 
Feestocounsel . ° ° ° ° ‘ ° _ 
Attendance of witnesses. . ° . . 7711 4 
Other general expenses . ; @ . ° 312 17 4 
Total £546 15 8 





Capital at the time the Act was obtained 
1858.—Increased capital, by the creation of new half shares 
of £5 each . . . . 


Total capital . . . £18,000 0 0 
Proportion of total parliamentary expenses to total capital, say £3 per cent. 
1854.—The company at this time incurred an expense of £90 in opposing 
a petition by the Barnsley Local Board of Health, for an Act to enable them 
to take compulsorily the works, powers, and privileges of the company. 


6,000 0 0 


Bath Gaslight and Coke Company. 








Parlia- Fees Attendance 


























7 General : 
Year.| mentary to 0 Ys aaa Total. Capital. 
Fees. Counsel. Witnesses. E*Penses- 
£ s. d. £aai' £24 G24) £2041 2 at 
1851 25150 50106 1 50 58 96 — —_ 
1856 | 345 31/251 10 4194 64 764 11 _ _ 
£ 370 18 1 | 3801 116 209 114 822 107 |1704 11 6! 60,000 00 


Belfast Gaslight Company. 


the Suburbs thereof, and to make other Provisions for that purpose.” 
Session 1852.—Royal Assent, May 28, 1852. 
Parliamentary fees . 2 ° . ° ° . ° 
Fees to counsel . . ‘ . ‘ ° ° ° 
Attendance of witnesses . 
Other general expenses in connexion with the above . 


Total . ‘ ‘ . ‘ 


£334 17 3 
410 17 5 


£77419 9 





- £78500 0 0 
*984 per cent. 


Capital of the company 
Proportion of parliamentary expenses to the capital, 


Bolton Gas Company. 
The expenses for the last ten years have been as follows, viz. -~ 
° ° ° ° £4 


Parliamentary fees . 214 7 
Fees to counsel ° . . . 478 12 0 
Solicitors, parliamentary ‘agents, witnesses, and other dis- 

bursements . ° 1411 8 Il 


The total capital w hen paid up i is to be 187,687 10 0 





Boston Gaslight and Coke Company. 
Parliamentary and other expenses attendant upon the passing of the 
Boston Gas Company’s Amendinent Act, 19th Vic., Session 1856, £985. 7s. 5d. 
No other parliamentary expenses during the last ten years. Capital, £20,000, 

a 

Brighton Gaslight and Coke Company. 
This company has not made any application to Parliament during the 
period referred to. 


Bristol United Gaslight Company. 
Return of the cost of obtaining Act of Parliament for the amalgamation of 
the Bristol Gaslight Company and the Bristol and Clifton Gaslight Com- 
any, 16 and 17 Vic., c. 84, July 8, 1853:— 
Ccknenentery fees . . ° ° . ‘ 
Fees to counsel . ° ° . . ‘ ° . 
Attendance of witnesses . 7 
General expenses, including parlis umentary agents and soli- 
citors, arbitration on the union of the comp: secenaie travel- 
ling, printing, &c. : . ‘ 


£444 9 6 
318 38 6 
257 15 0 


1,534 9 8 


£2,554 17 8 





Amount of capital at passing of bill . - £179,800 0 0 
With power to raise additional— 
By shares ° 


; £80,000 0 0 
Loans ° ° 


85.000 0 0 


165,000 0 0 





Total . ° ° ° ° - $344,800 0 0 





Capital raised at date of 7 return, June 30, 1858:— 
By stock . ° ° . ° -£181,250 0 0 
Loans. ‘ : : - : ‘ P - 43,980 0 0 





Total . ° ‘ ‘ . ° 





£225,230 0 0 


| 
| 
| 


1857. 1858. 

Parliamentary fees, including short-hand £  s. d. &a 4. 
writers 209 3 7 915 3 
Fees to counsel 145 3 6 78 4 «6 
Witnesses 70 0 0 |100 0 0 
| Other expenses 429 13 11 | 133 14 1 
Total . £ 854 0 6 = 321 13 10 

Total amount of capital invested . ° ‘ , £22,000 0 0 


“ An Act to Repealan Act for Lighting with Gas the Town of Belfast and | 


29 5 1} 


—— | can be found, but the gross cost was a 
. £12,000 0 0} 


Bromley Gas ; Consumers’ Company. | 
This company is not under an Act of Parliament, consequently has 
incurred any expenses under that i:ead. 


Burslem and Tunstall Gas Company. | 














Ditto parliamentary expenses . ‘ 1,175 14 4 
Proportion of parliamentary expenses to capit: al, 5°3 per cent. 





Bury St. Edmunds Gas Company. 
The company obtained their Act in the year 1849, since which ti 
have been put to no parliamentary expense at all. 
No detail of the expenses incurred in passing their Act in the year 1849 
bout £486. No fees were paid to|| 
counsel, the Act having been passed unopposed. 


me they 


Carlisie Gas- Works 














|| 
)| 


| 


| 


Parliamentary fees . . 4 ‘ . " : - £25017 ¢ 
Fees to counsel . . ‘ ‘ ‘ ‘ . ‘ 79 1 «0 
Witnesses ; ; . . . ‘ 175 18 0} | 
Other expenses . ‘ . ° ° ° 860 11 14) 
Total £1,372 7 1 
Total expenses in 1850 (since which none have been incur red) being 
13 1-6th of capital, £18,000. 
Cork Gas Company. | 
June 30, 1858. Extract from the oagmnys $ ledger:— || 
Parliamentary session fees to counsel ; £45513 0} 
House of Lords and House of Commons fees ‘ 272 210 
General expenses. ‘ ° : . ‘ 4 ‘ 1,040 2 1°] 
£1,767 18 8} 


Total 
The capital fixed by Act of Parliamer at, July 3, 1857, bein: g £56,000, the 
+907 which the total p: irliamentary expenses bear to the total cz upital | | 
s £3. 3s. 1 7-10ths d. per cent. 


— 


Derby Gaslight and Coke Company. 








Parliamentary fees (Derby Gas Act, 1852, 15 Vic., c. 14) £273 0 OF} 
Fees to counsel ; r 5 . ‘ ; 1610 0| 
Attendance of witnesses . ‘ ‘ 74 9 «0 
Other general expenses 200 7 3 
Total £364 6 8 


Proportion of total parliame ntary expenses ‘to the total capital of the 
company £564. 6s. 3d. : £60,000 = 0°! 4 per cent. 


The subjoined are the parliamentary expenses of this company incurred 
upon going to Parliament for power to extend the capital of the company 


— 
Devonport Gas Company. | 
| 
from £20,000 to £50,000, 1853:— 


ny fees . ° £161 5 0} 
Counsel . > 3616 6 
Solicitors 273 11 0 
Parliamentary agents 140 0 4 
General expenses 87 14 6} 


Total £699 7 4 

The following are the parlin nentary expenses incurred in precuring the | 
original Act of Incorporation for 2 capital of £20,000, 1845:— | 
Parliamentary fees and counsel ° ° ‘ £54617 4 


Solicitors ° . ° ° ° ° . ° ° 713 11 6! 
Parliamentary agents i8t 3 0 
General expenses 169 9 6} 


Total £1,611 1 i| 


Dewsbury and Batley Gas Company. 
The only Act obtained during the last ten years was obtained during the 
parliamentary session i851. 








Parliamentary fees £221 16 10} 
No fees to counsel . — 
Attendances of witnesses ‘i 188 6 2] 
Parliamentary agent's charges . 11516 0 
Country attorney's charges 238 0 0 
Railway fares . ; ‘ 5614 8 
Making out certifics ites for the sh archolders ° : ' 2319 0 

Total . o ‘ £84413 2 





Capital - £350 
Proportion of expenses to the total capit: al of the cor mpan y £2.8 
cent. 


Dudley Gaslight Company. 
Parliamentary and other er incurred during the last ten years:— 
Parliamentary fees . ° , £500 0 0 


Fees to counsel ‘ ° ° . . 23 11 O 
Attendance of witnesses . . é . ° . 70 00 
Other general expenses 924 15° 3 


Proportion which total of parliamentary expenses ‘bear to capital of the 
Dudley Gaslight Company, 14 per cent. 











| 
| 




















— \ 








282 


6 ainsborough Gas Company. 
Expenses of obtaining Act of Incorporation in Session 1856:— 








Parliamentary agents, including parliamentary fees £331 2 0 
Solicitors, including all other expenses 193 16 4 
Total (application unopposed). £524 18 4 

Share capital authorized by the Act . : £20,000 0 0 
oan ditto ditto 4000 0 0 





Total authorized capital . 
. £13,600 0 0 


Capital raised to this date in shares . 
Ditto onloans . ° 





Total capital raised . £13,600 0 0 


Glasgow City and Suburban Gas Company. 
Parliamentary fees for Act of eee a in Session 


1856-57 £947 13 6 


Fees to counsel P 279 1 0 
Attendance of witnesses . 165 14 0 
Other general expenses 176 8 8 





The capital of the company is - £200,000 0 0 





Glossop Gas Company. 
The only year during the last ten in which any parliamentary expenses 
were incurred was the year 1855, when they were— 














Total parliamentary expenses equal to 2 


*34 per cent. on the total capital 
of the company. 


Guildford Gas Company. 
The parliamentary expenses incurred by this company in 1857 were as 








Halifax Gas Company. 
The gas-works of Halifax were transferred by Act of Parliament, in 
1855-56, to the Halifax corporation, and a gas company now no longer exists 
in Halifax. 


SE 


Hartlepool Gas and Water-Works Company. 





1849—Parliamentary —- £2,463 19 9 
Capital . 34,000 0 0 
1855— Parliamentary expenses 750 9 0 
Capital . . 68,000 0 0 
Heywood Gaslight and Coke Company, near Manchester. 
1826—Original Act of Parliament £600 0 0 
1854—Petition to be heard against proposed Rochd: ale 
encroachment :— 
Fees to counsel . 22 0 
General expenses 10 4 5 
1857—Petition to be heard against proposed Buy encsensh 
ment :— 
General expenses 516 6 


1856—New Act of Parliament :— 


Parliamentary fees £197 0 0 
Fees to counsel . 113 14 4 
General expenses 454 5 7 


764 19 11 





Kilmarnock Gaslight Company. 


The total parliamentary expenses incurred by the Kilmarnock Gas Com | 
pany during the last ten years amount to £493. 13s. 5d., and during 1855 
the amount of the capital of the company amounted to £18, 000. 


Knottingley Gas- Works. 


The parliamentary expenses of obtaining the Act for the gas company 
amounted to £473. 14s. 2d., and the total capital, £4025. 





. £24,000 0 0} 


Total £1,383 2 10 | 
Capital of the company, 30th of June, 1858 - £18,000 0 0 
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Leeds New Gas Company. 





1853—Parliamentary fees £4 0 0 
General expenses 92 10 
£96 10 4 
1854—Parliamentary fees £251 8 0 
Fees to counsel 6 5 8 
Attendance of witnésses . 56 14 0 H 
General expenses . 4382 13 4 
747 1 «0 








Total expenses £843 11 4 


Or 13s. ym cent. on the seme capital, viz.:— 


Old stock £15,000 Maximum dividend £10 per cent. | 
, New stock 35,000 ” ” ” 
New shares, 8000, at£6.5s.each 50 ,000 a ” ; ” 
£130,000 | 


| supplying the Town and Neighbourhood of Middleton in the County Palatine 
| of Lancaster,” 


Parliamentary fees . £191 16 8 
Fees to counsel . _ 
Attendance of witnesses, and other general expenses . 242 3 9 
Total £434 0 5 
The total capital is . - £27,000 0 0 
The total parliamentary expenses have been £1,042 9 0 
Gloucester Gaslight Company. 
Parliamentary fees . £209 4 6) 
Fees to counsel . _ 
Attendance of witnesses . 55 1 6 
Other general expenses 825 14 0 
Total parliamentary expenses . £1,090 0 0 


follows:— 
Parliamentary fees . £167 1 6 
Agents and solicitors’ fe es 267 410 
Witnesses 69 010 
General expenses uy 9 1 | 
Total £620 16 38 
Capital of the company when the Act was passed, 24th of 
June, 1857 e J P ‘ £9,856 0 0 


| capital :— 





L ondon Gaslight Company. 











| Parlia- | Fees Attendance Other 
Years. | mentary | to ° General 
Fees. | Counsel. Witnesses.' | £xpenses. 
' £ 2b £& € & Ss «4 
1849 165 4 6 | 15 3 0 — 236 10 3 
1850 .| —_ — _ _ 
1851 —_ 15 8 _ 1917 2 
1852 235 15 0 815 6 _ 228 4 0 | 
1853 _ | _ _ _ 
1854 _— i -- — 23 4 0 
1855 a a a a os 115 16 7 
1856. i — ae 2 a 88 14 5 
1857. ‘ | se 7 ® 2412 0 _ 247 14 4 
1858 —_ | _ b a — 
Total . £ 5113 2 _ 910 0 9 


595 3 1 | 


Proportion of total parli: umentary expenses to the total capital of the |! 
company is one quarter per cent. | 








Middleton Gas Company. 
The parliamentary and other general expenses incurred in obtaining} | 
“An Act passed in the 17th year of the reign of Her Majesty, for better 


and which received the royal assent the 12th day of May, 
1854, is as follows, namely :— | 
Total parliamentary expenses . £507 0 0 


- £20,000 6 0 


Total capital allowed in the said Act 


Ormskirk Gaslight Company. ; 

Parliamentary a se the last ten years:— 

Parliamentary fees . ‘ ; £226 1 17 0 
Fees to counsel . . 

Attendance of witnesses . 38 3 3 

Other general expenses 299 17 8 

Proportion of total parliamentary expenses to total capital of company, l-11th 


‘Plymouth and Stonehouse Gaslight and Coke Company. 
Parlis ees om session 1854-55 :— 





House of Commons fees £173 6 01) 
House of Lords fees . 79 8 O|} 
Fees to counsel é ‘ 75 13 6 
Attendance of witnesses . 9715 8 
Other general expenses 644 16 1 


The proportion which the total parliamentary expenses bear to the total || 


Total parliamentary expenses . P ° ° . . £1,070 18 10 


Total capital at that date. ° . £33,333 0 0 | 
Memorandum.—The above expenses were incurred duriug the session | 
1854-55. 


Portsea Island Gaslight Company. | 
The only expenses of this character incurred by the company during the || 
last ten years were in 1852, when they went to Parliament for authority to | 


| raise the capital of the rained from £31 ond to ame 800. 


| 

Total . £343 2 5! 

In the agent's bill are included the following parliamentary fees, &c.:— | 
Paid House of Commons fees, as follows:— j 
For deposit and proceedings i in the House . £71 0 0 

For proceedings before examiner and in committee 10 0 0} 
| Paid House of Lords fees, as follows:— || 

Orders ° 8 3 0 
Committee fees and notices 1213 0| | 
House fees . 59 7 01) 

Swearing witnesses . 13 0 

Paid for inserting notice in “ Gazette,” and for copies 

of “ Gazette” . . 2 3 2}! 

Paid for printing the bill and Act ° 2410 6 

Paid postages, posters, and incidental expenses e ° 437 

Solicitation fee . 26 5 0 


| 
| 


| Solicitor’s bill . 


£3510 4! 


Parliamentary agent's bill 307 12 1)}| 











7” 


The proportion which the total parliamentary expenses bear to the total 
capital of the company (that is, £343. 2s. 5d. to £61 800) was therefore 
about 5-9ths per cent. 


Ratcliff Gaslight Company. 
Ratcliff Gas Company Relief Act, session 1854 . ° 
Ratcliff Gas Company Amended ‘Act, session 1855 


£588 13 8 
467 4 7 


Re ae £1,055 18 3 
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Preston Gas Com 





Rotherham Gas- Works. 


£606 for obtaining a new Act in 1855. 





Scarbro’ Gas Company. 
Total parliamentary expenses for 





ten years:— 














All the expenses incurred by this company for the purposes named was 
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The total capital of the company at present paid up is £32,500, and the 


y | 

London agent's charges, including parliamentary fees ° £396 11 11 | proportion which the total parliamentary expenses for the last ten years 
Fees to counsel previous tocommittee . . : : 17 6 6 | bears to this sum is -0225, or slightly more than 1-50th part | 

No counsel appeared before the committee, the opposition ———_ | 
being withdrawn. Stourbridge Gas Company. | 
Expenses of witness to prove preamble, &c. ‘ ° 49 11 0 | An Act was obtained in 1855, 18 Vic. c. 37, and the costs are as follows:— | 
Solicitor's bill for obtaining the Act . ° ° ° ° 206 1 7 | Law charges . ; . ° - £553 11 7} 

———— | Parliamentary charges. . . . 393 4 8 
Total . ° . ° £669 11 0 | Advertising ‘ ° 21 7 9 
— | Witness . 6 6 @ 

Share capital authorized to be raised. £120,000 | Surveyors . . 78 7 8) 
Power to borrow on mortgage . ° ° 30,000 





Total . ; ° ° . . . £1,052 17 & 
Capital of the Stourbridge Gas Company under Act of Parliament, £12,000. | 
F j 
{ 





WATER COMPANIES. : a 
Retury, for the last Ten Years, of the Parliamentary Expenses incurred in , 


each Year by Water Companies, under the Heads Parliamentary Fees, '| 


Fees to Counsel, Attendance of Witnesses, other General Expenses; and 

























































































Parliamentary fees, including printing bill . £257 0 0 “ : -~ . 
Fees to counsel and parliamentary saute ‘ 223 0 0 of the Propertion which the Total Parliamentary Expenses bear to the 
| Witnesses’ expenses z "i s ‘ 170 0 0 Total Capital of each Company. 
Other expenses ° ° 189 0 0 ice 
oo Chelsea Water Company. 
Total . . . £839 0 0 l 
ee Parlia- Fees | Attendance 
Capital of the company . . . - £20,000 0 0 Years. mentary to of General Total. 
= a : | Fees. Counsel. | Witnesses. | E*Pemses. 
° . | 
Capital + P om tite ~~ Company. £20,000 0 0 & 8s. d. Sa ¢@ £ 8s. da. s . ‘. S 
Total cost of the Act i ‘ ° 1,109 10 1 = at = a 9 : 394 6 5 
. —————p | 165) . 245 11 4/ 1286 9 6 — 3| 4070 7 1 
Abstract of parliamentary agent's account :— 1852-58 1329 2 0/192915 6 | 45211 0 9060 19 6 
Fees of House of Commons ; ‘ r ‘ £81 0 0 | 1854 7416 0 eit es 05 7 10 | 105 " 19 
Ditto House of Lords. ° ‘ ‘ 59 9 0 a mi: sti ee 7 13 "% 713 4 
Ditto clerks ‘ . 2 21 0 0 pov . pd tas xs ‘7 8 2\ 783 
Sessional fees . 26 5 0} ‘ 
Fees and legal charges j 156 1 2 Total . .£ 1649 9 4] 3216 5 0| 45211 © | 8503 1 4! 13,821 6 8 
General charges . é . e ° 6413 6 Se eae 
* } 
icitor’: iz. . 7” | The capital of the company in 1851 was £300,000, which, under the Act of | 
——— oe me ~~ £160 4 2 £408 7 8) Parliament of 1852, was then increased to £570,000. 
General charges 4 3 eee 182 11 2 Grand Junction Water- Works Company. 
Charges of notices on property, with ¥ 
300 yards of the works .  ~ . ‘ 222 41 _— ~y Pier al | 
—— 56419 5) Parlia- | Fees Attendance Other Total it 
Expenses of witnesses 7 . ‘ 136 3 0 | Years. | — | eee } on . ms Homi oo} 
| Frees. . sses. > “ 8. e 
Total . £1,109 10 1 ‘ From fn. &t 2a 6! BA «& £  a.| £s. a. | 
ae te | Lady-day, 1848 ll 5 6 - 43 7 4 54.12 10 
Shipley Gaslight Company. to ~ ited 
May 19, 1848, Law charges in obtainii ; : Lady-day, 1849 j | | 
_—e ae meen tla ie om ¢ 3 jn | sre 6| 00 6 4| som 3 | 36113 4 
” ” arliamentary agent's bill . ° 388 14 10 1851 ans | 515 6 fac 4110 2 475 8 
June 30, ,, Law charges ‘ . ° 5118 9 | . 1852 | 24613 6| 62614 0 = 1029 9 0 1,902 16 6 
= | a 1853 | 458 311) 1009 6 0 106919 5 3211 9 7) 5,748 18 1D 
£746 17 11 | 3  1854| 2218 2| 62 9 O| 23218 2) 17113 11{ 48919 3 
April 6, 1853. Law charges in obtaining second Act js 200 0 0) ie 1856 | 362 8 0} 40 4 6 3410 0; 36510 2; 80212 6 
June 30, ,, Expense of witnesses in ditto 2815 0} pa 1857 203 14 6| 50719 6 59 210); 680 1 9} 1,45018 7 
9 r char i 5 —_—— - 1 
Nov. 24, , Lawchargesditto . . 150 0 0 | Total . .£ 1293 18 1 | 229610 G| 1484 16 9 5793 12 2 |10,85817 6 
susieipien | 
We -«  * « £1,145 12 11 | — a =» —— 
Total parliamentary share capital ° ° . ° £700,000 0 0 
Capital in June, 1848 ° ° . e . ° - £4158 15 0 | Sg Reg > AP 
Proportion of law, &c., expenses to capital, about 1-6th. ; Lambeth Water- Works Company. 
Capital in June, 1853 i . . . ° ° - £6,678 15 6 | | | | 
Proportion of law, &c.,expenses to capital, about 1-17th. Parlia- Fees Attendances’ Gonoral Total 
Amount of capital in June, 1858 . ‘ ; £12,574 19 5 | Years. omy | ‘ to : ont Expenses. — 
' ees. ounsel. 1 sses. } %. 
7 
; Shrewsbury Gaslight Company. S64) 2.4.41 £24 4) £ 8. @ 
Parliamentary fees . ° ° ° ° ‘ . - £21519 9/1949 .. -- — - 100 0 0 = : 2 
Fees to counsel p e ‘ > 115 19 6 | 1850. . 15 00. 11015 6 -_ 72 4 4 
Attendance of witnesses . ; > . 112 5 4 | 1851 . 144 8 0 | 104311 0 5 5 0 180312 5| 299616 5 
. : = 2 ‘ 153 10 6, 924 0 6| 444 8 8/ 127010 1) 2792 9 9 
Other general expenses é m 879 14 9 a aaa spits | ahs 6613 0 2016 8 "87 98 
54. lw ~ | 700 26 5 0 9210 9) 12515 9 
Total . > . . - £1,323 19 4 | 1855 _ _ 527 1 1] 627 11 
ed | 1856 — 608 3 0 7819 0; 30513 11 992 15 
ee ee ee ae | | | |hCU me * - ose Fee 
Proportion of expenses to capital, about 1-15th. , 1858. on oa = 316 6) 866 
° — 312 18 6 | 269310 0| 62110 8, 444911 9 7877 10 1 
Sligo Gas Company. Sotal a os — | 
The particulars of the expense of obtaining the Act of Incorporation:— =| —————— ar: sn RG: can annie eaeivenaiiial 
Parliamentary fees and fees to counsel. 2 ‘ : £525 5 0 The capital of the company, from 1848 to 1855, was £343,800, and under 
Solicitor’s fees 2 2 = a : 770 0 0 | the Act of Parliament of 1856 was increased to £750,000. 
Expense of witnesses ° ° . ° ° ° ° 32 0 0 : 
Other expenses, such as printing, &c. z ; 16138 9 New River Company. 
See eee ee lO) Other | 
The bill was obtained in 1855, and unopposed. Parlia- Fees Attendance be 
| é Expenses 
| mentary to of ee oer Total. 
Stafford Gas Company. | Years. iain - (including 
ine 2 f s . Witnesses. | Solicit | 
The capital is £21,333. 6s. 8d., and the parliamentary expenses for the last | oa asenes — Bills). | 
ten years have been £520. 5s. 2d. | ; 
_— | S8ead) €ad4} €44 & s. ‘. . . 
° ¥ | _ | _ ~- 45 15 
Stalybridge Gas Company. | = A: pad sa “a 434 11 9 43411 9 
1850 . 5 5 | 173 8 2 wat ae 1,075 5 9| 1,248 13 
| Other | 1851. . .| 950 0 0| 852 6 0 7310 O| 3,670 7 8) O06 3 8 
—_ 7 | , | 1852 . . .| 865 711) 567019 O 134117 6 | 14,810 7 22, 
— aa ny eel a — a ee eee eee fa? 3963 9 5| 5,006 211 
; i Ms. 3 - | o— — 7 
Fees. Counsel. | Witnesses. ioe: isos oe — | 483 1 0) 58218 9| 3.22212 0| 4,288 12 ¢ 
1856 ee a — } — —_ 105 0 7) 105 
£s. 4 £s 4d £244 «2 1857 — 489 11 0} _ _ 618 13 11; 1,108 4 
» d. s. d. » & . & Content heme <- 
oe a = _ . ‘ bo : Total . £] 2228 8 1| 7687 8 3, 200917 3 / 28,117 4 8/| 40,04218 3 
—_ - | MBE SC <2 12 0 0 | 412 311 | Gabital of the New River Company, as fixed per Act 1852 £1,519,968 
x6 Additions by new works and extensions, under Acts 1852 
hae § - 18 0 0 | 45211 1 | "sna 1854, to December 81,1857. . 9°. . . 783,408 
a — ~~) ——_————— 
Total : . - £6383 6 7 Total ea” ee ee eae Se £2,303,359 





| 
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total capital of £2,303,359. 
West Middlesex Water- Works. 











| 




















| 
Parlia- | counsel's | General | Total Par- | . Propor- 
Years. mentary | y,,.  |Witnesses. ,, _o< | liamentary | Capital. tion 
Fees. Fees. Expenses.| y:<penses. | per Cent. 
£s.d.| £ sod. £ sd. £ sd. &2#eaed. £ s. d. 
1848 _ | - -— 13818 8 13818 8 506,300, 0 6°585 
1849 _- | _ 181 04 10913 4 29013 8 - 1 1°79 
1850 — | = — 130 5 6 13056, ,, 0 6 175 
1851 161 0 0/1005120 64210 6 23621610 4,17119 4 99 16 5°762 
1852. 55019 5 | 102213 0 126610 5 3015 5 1) 5,855 711 | 675,066 17 4°169 
1853 17 80] 85 89! 186 10, 281 310; 57017 99 1 8°266 
1854 _- _- _ 30 1 6 3 16/ ws 0 1°069 
1855 _ _ _- 10019 0 10019 0} ,, 0 3°588 
1856 _ j _ | “= 15 5 8, 1558) ,, 0 0°543 
1857 _ | _ —_ 13 310 13 310, ,, 0 0°468 
Total £729 7 5 _ 13 9| 2276 23 619713 3 11,31616 8 | 
Southwark and Vauxhall Water Company. 
sans —_ — _ = 
| Parlia- | Fees | Attendance Other | Total 
Years. mentary oO 0 General |Parliamentary 
Fees. Counsel. | Witnesses. | Expenses. | Expenses. 
£s. d.! £s. d. £8. d.| £ s. d.| 2s. 4, 
me & 6s | _ | _- _— | 6412 2 6412 2 
ae. « «= 38 2 2) _ — -- | 38 2 2 
1851 . ° 83.15 8 868 0 6 4917 2 116810 6 2170 310 
1852. . 989 810 | 1253 2 8 | 132218 6 | 5787 0 8 7352 10 8 
1853 12018 4 27 2 0 5210 0| 44 6 4 244 16 8 
1854 365 7 0 3219 6 _ 148 17 546 8 1 
1855 | —_ } -- — 896 10 11 896 10 11 
Total. # 1597 12 0 | 2181 4 8 | 1425 5 8/| 6109 2 2, 11,313 4 6 
| | 





Proportion of total parliamentary expenses to total capital of company, 
1 54-59ths per cent., the capital being £590,232. 
(To be continued.) 


Legal intelligence. 


VICE-CHANCELLOR’S COURT. 
TuurspAy, May 12. 
(Before Vice-Chancellor Sir W. P. Woon.) 
LLOYD ¥. THE EARL OF LUCAN. 

Mr. Rott and Mr. W. P. Murray moved, on behalf of the plaintiff, that 
the defendant might be restrained from erecting any wall or building so as 
to obstruct or injure the lights or windows in the plaintiff's houses, Nos. 70 
and 71 in Brook Street, and from erecting any wall or building whatsoever 
so as to obstruct the free access of light and air as enjoyed by the plaintiff 
previous to the 3rd of May, 1859. 

The houses in question, which had been only recently completed, were 
erected by the plaintiff upon ground in Brook Street, adjoining the Western 
Bank, at the corner of Brook Street and Hanover Square, and formerly 
occupied by stables and outbuildings of low elevation. Lord Lucan’s 
house, No. 20, Hanover Square, immediately adjoins the Western Bank, and 
has a garden at the back running parallel to Brook Street, and terminated 
by stables and outbuildings. Between the defendant's garden and the site 
of the plaintiff's houses stood a party-wall of about 9 feet 9 inches high, on 
which the defendant had commenced the erection of a new wall, which ad- 
mittedly was intended to be raised to the height of the “wing buildings” at 
the back of the plaintiff's houses, thereby excluding light and air from the 
windows of these houses, and tending greatly to deteriorate their vaiue. To 
restrain this threatened act the plaintiff had filed his bill, and had obtained 
an interim injunction, which it was now sought to continue. It appeared 
that before the new houses were erected, and while the old buildings occu- 
pying the site were being pulled down, the plaintiff had submitted the plans 
and elevation of the new buildings to the defendant, and it was contended, 
from the effect of the correspondence, &c., upon the subject, that a licence 





must be inferred; and that, independently of such licence, the alterations 
by the erection of the new buildings, when compared with the old, were not 
of such a nature as to defeat the plaintifl’s right to such light and air as he 
was entitled to before such alterations, in respect of certain windows in the 
old buildings looking east over Lord Lucan’s garden, and which had existed 
for a period of upwards of twenty years before they were pulled down. “A 
question of a technical nature was also suggested upon the Metropolitan 
Building Act, 18 and 19 Victoria, cap. 122. 

The VicE-CHANCELLOR, without calling on Mr. Giffard and Mr. Hobhouse 
for the defendant, said that he could not continue the injunction. After 
adverting to the incidental contention upon the Metropolitan Building Act, 
his honour observed that he did not think any case of acquiescence on the 
part of Lord Lucan had been made out. In erecting the new buildings the 
plaintiff had, in addition to windows looking east, opened others looking 
north, where none existed before, and this being so, it could not be said 
that the amount of light and air now claimed by the plaintiff was only co- 
extensive with what had been previously enjoyed an easement to the old 
buildings, the windows in which only looked east. The question whether 
the erection of the new wall by the defendant, which it was said would ob- 
struct not only the new windows looking north, but also those looking to 
the east, was in accordance with his legal rights, was one which must be 
tried by a jury, with the assistance of a judge, if the plaintiff should be ad- 
vised to take that course. The ‘plaintiff must have liberty to bring such 
action as he might be advised, and the defendant would undertake to abide 
by such order as this court might make at the hearing as to pulling down 
the wall, but no order would be made on the motion for continuing the 
injunction. 





COURT OF QUEEN'S BENCH. 
WeEsTMINSTER, WEDNESDAY, May 11. 
(Sittings in Banco, before Lord pas mom and Justices ERLE, CROMPTON, 
and Hin.) 
THE QUEEN v. THE MAYOR, ALDERMEN, AND CITIZENS OF GLOUCESTER. 
In this case the court had granted a rule for a certiorari to bring up a 
resolution and order made by the corporation of Gloucester, acting as a 





from Lord Lucan for the new buildings and windows in their present form | 


| by the Local Board of Health under the Public Health Act, 1848. 
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The parliamentary expenses of the ten years amount to 1} per-cent. on | Board of Health, under the Public Health Act of 1848, whereby they had 


| contended that both by the positive and negative words in the bond the 
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resolved and ordered that a sum of £100 should be paid to Mr. Hanbey, the 
surveyor to the board, for extra services, with a view to the said resolution 
and order being quashed. The ground of the application was that the pay- 
ment would be a misapplication of the funds, it being provided by Mr. 
Hanbey’s contract with the corporation that he should give his whole time 
to the duties of his office, and that he should not be paid anything for extra 
services. It appeared that Mr. Hanbey was appointed surveyor to the Board 
of Health in the year 1855, and his duties, as stated in the public advertise- 
ment, were, among other things,— 

To take levels and prepare plans, sections, specifications, and estimates of all 
works undertaken or proposed to be undertaken by the local board, and to make as 
many copies thereof as may be required. 

The corporation, in addition to being the Local Board of Health, were em- 
powered by Act of Parliament to supply the city with water, and the sur- 
veyor’s duties were also stated in the advertisement to be,— 

To examine and report as to the supply of water to the inhabitants within the 
limits of the Water Act, and to take proper measures for the laying on of water, 
where necessary; to overlook and protect the present water-works belonging to 
the city, and the new water-works intended to be constructed. 

The same duties were described in the bond into which the surveyor 
entered, and it was also provided as follows:— 

And do and shall devote his whole time to the service of the said board, it being 

hereby declared that he shall on no account be paid for extra duties or services 
rendered to the said board, and not undertake any other employment, save and 
except any engagement which may be made with him{by the said mayor, aldermen, 
and citizens as a municipal body. 
It appeared that in the first instance the corporation had employed a civil 
engineer to construct the new water-works; but afterwards they found 
that their surveyor was a gentleman of great ability as an engineer, and 
fully competent to complete those works by laying down the mains into 
the city. They accordingly employed him to superintend those works, and 
the question now raised was whether the corporation were at liberty to 
pay him for those “extra services,” or whether they were included among 
his regular duties as surveyor. 

Mr. M. Smrru, Q.C., and Mr. Putpson (with whom was Mr. GILMORE 
Evans) showed cause against the rule, and contended that the duties in 
question were not included in the duties of surveyor, and might properly be 
paid for as extra services. They also contended that a certiorari would not 
lie under the Public Health Act, 1848, and that the corporation was not a 
“local board” within the 60th section of the 21st and 22nd of Victoria, 
cap. 98, the Local Government Act, 1858, which gave the certiorari. 

Mr. PoweEtu (with whom was Mr. MAcNAMARA) supported the rule, and 


duties in question were included in those of the surveyor, and that he could 
not be paid for them as for extra services. He also contended that the 60th 
section of the Local Government Act gave power to remove an order made 


Lord CAMPBELL said he thought the rule ought to be discharged. The 
Gloucester Board of Health had acted with perfect good faith. and there was 
no suspicion that they had been influenced by any party feeling. No doubt 
they sincerely believed this gentleman, Mr. Hanbey, was entitled to be com- 
pensated for his services by the payment of the £100. That being so, it 
must be made out very clearly that the payment was illegal before a certio- 
rari could be granted to remove the order. It had been stated that those 
services came within the general scope of Mr. Hanbey’s duties as surveyor, but 
he (Lord Campbell) thought that that was not made ont. Besides, this was 
not a judicial order, and a certiorari would not lie, unless under some Act 
of Parliament. The order was made by the Local Board of Health, and not 
by the “local board,” within the 60th section of the Local Government Act, 
1858, and therefore the statutable power did not arise. 

Mr. Justice Ere was of the same opinion, and showed grounds for be- 
lieving that’ the money had been paid quite legally, in respect of duties 
which it was never intended to put on the surveyor to the Board of Health, 
but which were undertaken by him on its being discovered that he was a 
= of mind and power equal to the task of performing engineering 
works. 

Mr. Justice Crompron and Mr. Justice Hitt expressed themselves to the 
same effect. 

Lord CAMPBELL said the rule must be discharged, with costs. 





THurspAy, May 12. 
WARD v. LOWNDES. 

This was an action in which the plaintiff,an architect at Hanley, in 
Staffordshire, sued the clerk of the Tunstall Board of Health to recover a 
sum of money which he alleged to be due to him from the former Tunstall 
Improvement Commissioners, whom the Board of Health had superseded, 
in respect of certain plans which he had prepared for a new market- house. 
The declaration also claimed a writ of mandamus to the board to make a 
rate to pay the debt so due to the plaintiff. The case had been tried before 
Mr: Baron Channell at the last Gloucester assizes, when the jury were 
directed to find for the plaintiff, the defendants having leave to move this 
court to enter the verdict for the defendants. Subsequently a rule was 
granted to arrest the judgment, which, together with a demurrer to the 
declaration, came on to be argued on a previous day and this day. 

Mr. Gray, in support of the demurrer, contended that a claim of manda- 
mus could not be made under the 68th section of the Common Law Pro- 
cedure Act, 1854, unless the amount of the debt had been ascertained in a 
previous action. By the 89th section of the Public Health Act (the 11th 
and 12th of Victoria, chap. 63) the board could make rates retrospectively 
only where the expense had been incurred within six months. 

Mr. Puirson (with whom was Mr. Serjeant Picorr), in support of the 
declaration, contended that the plaintiff was entitled to a mandamus for the 
payment of the amount found by the jury. 

Lord CampBELL said the counsel for the defendant (Mr. Gray) had only 
done his duty, but it was to be regretted that, where a debt was due, pay- 
ment should be resisted by all sorts of subtleties, by sixteen pleas to one 
count, and that the rates should be devoted to the expenses of such unne- 
cessary litigation instead of being applied to the purposes which the Legis- 
lature intended. His lordship, however, trusted that, notwithstanding the 
defendants’ sixteen pleas and all the efforts made by the Board of Health, 
the case was clear, and was now in the course of being settled in the 
courts of law. The question was, whether the declaration and mandamus 
were good? The declaration followed the course pointed out in the 68th 
and following sections of the Common Law Procedure Act, 1854. It set 
out the grounds on which the mandamus was claimed—viz., the existence 
of the debt, the transfer of the property of the Commissioners to the Board 
of Health, the obligation of the Board of Health to pay the amount, and, if 
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| necessary, to make a rate for that purpose. Those allegations had been 
|| traversed by the defendants, and were found in favour of the plaintiff. It 
was said the mandamus could not issue, except for a debt ascertained in a 
separate action; but the answer was, that the Common Law Procedure Act 
introduced a new and salutary enactment, by which a complete remedy 
|| Was obtained in one and the same action. The plaintiff was entitled to a 
|; mandamus for the amount ascertained by the jury. As to the 16th plea, it 
| | Was said that the 89th section of the Public Health Act gave no power to 
|| make a rate for such a purpose; but that section only applied to rates to be 
|| made to defray expenses incurred by the board, and not to cases like the 
|| present, where the debt was “charged on the rates.” 
|“ charged on the rates,” that impliedly gave a power to make a rate to pay 
|| the debt. 
|| Mr. Justice Erue, Mr. Justice Crompton, and Mr. Justice Hr severally 

gave judgment to the same effect. ° 

Judgment for the plaintiff. 





COURT OF COMMON PLEAS. 
WESTMINSTER, WEDNESDAY, May lI. 
(Sittings in Banco, before Mr. Justice W1LLEs and Mr. Justice ByLes.) 


THE LONDON GASLIGHT COMPANY UV. THE VESTRY OF THE PARISH OF 
|| 


| CHELSEA. 

| This was a rule to set aside an order of Mr. Justice Byles for the inspec- 
| tion of documents in the defendants’ possession. 
|| Mr. Bovrtt, Q.C., and Mr. Hotuanp showed cause against the rule, and 
Mr. Keane appeared in support of it. 

It appeared thaf the plaintiffs had supplied the public lamps in Chelsea 
with gas, and brought an action to recover the price. The defendants said 
they were liable only for a portion of the demand, which they paid into 
court, and to substantiate their defence, they caused certain experiments to 
be made, tending to show that the quantity of gas supplied was far below 
what the plaintiffs sought to be paid for. Under the 50th section of the 
Common Lew Procedure Act, the plaintiffs sought for an inspection of the 
papers containing the details of these experiments, which the defendants 
resisted, on the ground that it was disclosing their defence. 

The Court were of opinion that the rule must be discharged. It was 
near the dividing line; but they saw no reason to doubt that this was a 
substantial dispute, on which the documents in question could throw light. 


i Rule discharged. 
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|] Dr. MANUFACTORY anp REVENUE ACCOUNT, rrom Jury 1 to December 31, 1858. Cr. 
| To tradesmen’saccounts . . . - © © «+ «© © © © © © © © © «6815616 3 | By gas rental— 
| ee, oe eee a ee ee 12,277 5 5 | Meters 2. cece vservecs cs © £655 6 8 
1] Ditto used for general purposes . . . . 2. se we we ew 1710 6} ME bes ee ee we ee Oe 28,281 18 0 
|} ,  ePira aa rere e  e e 3,221 11 10 £28,937 4 3) 
1} Ditto and expenses on coke and breeze... . +s 546 2 4 Coke—gross salesand stock . . . 2 + + « 5,149 14 0 
Rent, rates, andtaxes . 2 2 2 2 es © se ee eo 473 14 9 Breeze, ditto . eee £6 a eS ee a 136 11 11} 
| Directors’ fees . . 2 2 «© © « « -* oo we * 625 0 0 Tar, ditto. . ». es eeeecre cere even 548 15 2) 
fh) EMERG sas Gata By Seg a-weiad eerei eG, Bei 30 0 0 pee Sk er er: 
if I al hay hae Oke oe ¥ > cousyvs. 22 66:7 DEE, 4. «5 8 00 6 6 68 te 4&8 2917 9) 
| Collectors’ commission . . . . »« « « « 298 2 3} Sulphate of ammonia ee ae ae ee ee ee 150 0 0} 
/ Stationery, stamps, &c. Vee See 7113 4 | Balance of unappropriated profits, to June 30,1858 . ... . 5,615 6 6} 
General charges, &c. - «=: @ ee & OS 2 173 10 7 | eee ee 77:17 5 
Gasallowance . .. +. +. « ° ° ° 87 610 | 
i Wearandtear ..... «+ ° ee ‘ - 4,711 19 11 | | 
} Dividends—30th . . 1... a aOR 5,000 0 0 
0 en ag le Ra a 2.) «275217 7 | 
IE ace. 6) Ne teiai, hme elie 18515 1 
| Gemepeilewehamges «s+ ce wc eevee ss ° 230 16 1 
| Emoome and property-tax ww te tt ttt te tl 106 2 9 | | 
Amount written off loss on shares, April12, 1837 . . . . . . 4,27710 0 | 
Unappropriated profits, to June 30,1858 . . . . . «ee e 615 6 6 
Net profits this half year, December 31,1858 .... . - 5,040 0 6 
| £41,074 12 0 | £41,074 12 0 
|| The Cnarrman: The accounts speak for themselves, but I will just draw , Pratt, we, of course, very much regret losing his services. He has been a 
your attention to one item that appears in rather a different form this half | long time with us, he has attended very regularly, and I have been on 
But, in consequence of some 


| year to what it did last. I allude to the products of the gas manufacture— 
| coke, breeze, and tar, &c.—which are now introduced in gross. Previously 
they were mentioned as ‘‘ Less expenses;’’ but, in deference to wishes ex- 
| pressed by certain members of the company, we made the alteration. That 
is, however, the only variation we have made, and therefore I do not think 
it is requisite to draw attention to any other item; butI shall be happy to 
| answer any question that may be put with reference to the accounts. The 
| dividend on this occasion will be paid earlier than usual ; for instance, we 
(held our last meeting in November, and the dividend was not paid until 
December. On the present occasion we shall pay the dividend within a 
week, instead of deferring it until June. Some of you may not be aware of 
what has taken place in Parliament, so that a few words on that subject may 
not be unacceptable. The committee in the House of Commons was reap- 
——, and, as I have the honour of possessing the confidence of the board, 

was appointed to attend the committee; therefore I can state generally 
what has taken place. In the first place, 1 certainly fully expected that we 
|| Should have heard some charges of serious consequence brought against the 
|| gas companies. I have no doubt that they would have been able to answer 
them, but it was very gratifying to find that there were no particular 
charges at all. On the contrary, I may say that the general result of the 
inquiry was that they were satisfied with the present quality and price of 
gas. That, certainly, is very satisfactory, and I believe that the only dif- 
ference between us is with regard to the maximum price. They wish to 
make the present a fixed maximum price under all circumstances, and we 
think that very unfair. There may be instances, such as this war, which 
may unhappily rage for some time, and various other circumstances, which 
may raise the price of the articles that we are obliged to use; and, although 
we have now no intention to raise the price—and I believe that no other 
|| company has thought of doing such a thing—yet still there may be circum- 
stances under which it would be impossible to avoid doing so. We think it 
very unfair indeed to bind us down on our side to a fixed price, while on the 
other, in respect to the articles we use, the price is one of a varying character, 
not in our favour, but to our prejudice. For the purpose of protecting your 
interests, therefore, gentlemen, we resist that; but still we hope that all 
—— will be settled, and that eventually we shall find no difficulty in the 
matter. 

A Proprietor: It ought to be pro rata. If there be arise in material 
there ought to be a corresponding rise in price. 

The CuainMan: That is exactly our feeling on the subject. We do not 
know what they intend to do at present, but we think it right to tell you that 
that is the course we intend to pursue. Then, with regard to my friend Mr. 
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Miscellaneous News. 


THE EQUITABLE GASLIGHT COMPANY. 

The Half-Yearly General Meeting of Shareholders in the above Company 
was held on Tuesday, the 10th inst., at the Offices of the Company, in John 
Street, Adelphi—Jonn Hotpsuir, Esq., in the chair. 

The SecreTary having read the advertisement convening the meeting, 
the circular issued to the shareholders, the report of the meeting held in 
November, and the resolutions passed at that meeting (which were duly con- 
firmed and signed by the chairman), read the following report and statement 
of accounts for the last half year :— 

In rendering an account of the usual operations of the company, your directors 
congratulate you on the continued progress in the well-doing of the concern it has 
been their pleasing duty to communicate for some time past. 

The directors have the pleasure of informing you of a reduction in the debenture 
account of £6550, that sum having been paid off during the last half year. 

The continued increase in the demand for your gas has at length rendered it indis- 
pensable to erect another gasholder for a considerable addition to your gas storeage, 
whereby you will be enabled to insure your customers an adequate supply for some 
years tocome. The works are in progress, and it is expected the gasholder will be 
in use before the end of this year. Your directors propose paying for this important 
addition to your plant without issuing any debenture bond for that purpose. 

The efficient maintenance of your plant, and the carrying on the manufacturing 
operations at your works with a due regard to the sanitary considerations of the 
present time, receive the constant attention of your directors, and they are glad to 
announce the medical officer of health for the district continues to report favourably 
of the manner the works are conducted. 

Mr. Hunter Jones having resigned his appointment as superintendent of the com- 
pany’s works, your directors have to report they have appointed in his place Mr. 
Horatio Brothers, whose experience as an engineer and manager of the gas-works in 
the important manufacturing town of Salford, and the highly satisfactory testimo- 
nials they have received of his abilities, justify them in believing they have made a 
suitable selection. 

The board are glad to be enabled to report the successful working of the district- 
ing arrangements. 

It has been already announced that your old and esteemed director, Samuel Pearce 
Pratt, Esq., retires from office by efflux of time at this meeting, and has signified his 
intention of not offering himself for re-election. Your directors regret to state that 
Mr. Pratt has been induced to take this step owing to his failing health; and in 
taking leave of him after seventeen years’ connexion, they beg to record their high 
appreciation of the valuable support they have received from his constant attendance 
at the board. . 

There being no candidate at this meeting for filling the vacancy occasioned by Mr 
Pratt’s retirement, a special meeting of the shareholders will be convened, in pursu- 
ance of the company’s Act of Incorporation, for that purpose. 

The certified accounts and balance-sheet are now before you; they exhibit a net 
profit on the half year’s working of £5040. 0s. 6d., which, with the balance of 
£615. 6s. Gd. carried over from the previous half year, make the sum of £5655. 7s., 
from which your directors recommend a dividend of £1. 5s. per share, free of income- 
tax, being at the rate of 5 per cent. per annum on the capital of the company. 











terms of friendship with him for some time. 
misunderstanding, there is no one applying for the position of director in his 
place. We have, however, three months to fill up his seat, and of course in 
due time we shall call you together for that purpose. 

A Proprietor: It requires a fourteen-days’ notice. 

Mr. Ruopes : Is there any absolute necessity for filling up the vacancy? | 

The CHAIRMAN: Yes; and we are bound by the Act of Parliament to do} 
so within three months, 

Mr. Ruopes: But if the proprietors think proper not to fill it up ? 

The CuarrMAN: The Act of Parliament requires us to call a meeting: of 
course the proprietors will act as they please. 

A Proprietor: The Act requires that you should have a given number of 
directors. 

Mr. Ruopes: Yes; but if the shareholders think proper not to appoint | 
that number, who can overrule them? If a lesser number of directors would | 
do the work as well as the full number specified by the Act of Parliament, | 
why appoint more? Of course, if required, I do not wish to lessen the | 
number of directors. 

The Cuatrman: We have no doubt there are gentlemen who desire to 
become directors. It is the proprietors who have to act; the board merely 
call the meeting, as they are imperatively bound todo. We shall, nodoubt, 
have some applications, and the proprietors will have to select from the 
candidates, 

A Proprietor: What amount of shares must a person hold before he can 
become a candidate? 

The Cuarrman: Thirty shares. 

Sir James Duxe: I am sure the proprietors must feel very much indebted 
to you, sir, for the explanation you have given respecting the proceedings in 
Parliament. I should like to know whether the statement you have made is 
that which the companies generally support? and, further, I wish to know 
whether this and the other companies have any objection to refer any dif- 
ference as regards the price to the Board of Trade? Because I think that by 
some arrangement of that kind we may disarm the opposition which has 
been growing up in the House of Commons; and I think that the companies 
would be perfectly safe in the hands of the Board of Trade, because the Board 
of Trade are too well acquainted with the affairs and circumstances of the 
country to expect that we could supply gas at 4s. 6d. when we have to give 
10s. for our coals. Though I think it would not be objectionable that the 
affairs of any company should be placed in the hands of the Board of Trade, 
still, if one of the companies had not increased its price in the =! and im- 
perative manner it has done, I believe that the whole thing would have gone 
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on satisfactorily, and there would have been nothing like public complaint. 
I have merely asked you these questions for the purpose of ascertaining 
your feeling and that of your colleagues with respect to referring the ques- 
tion of price to the Board of Trade. 

The CuarRMAN: We have had much discussion on that question. The 
proposition made on our part was that if the price were raised, it should be 
referred to the Board of Trade to determine whether we were right in raising 
the price. And the difference between us seems to be this, that they wish it 
to be referred to the Board of Trade to know whether we are empowered to 
raise the price. It is considered that we ought to have the power to raise it, 
and then that there should be a power given to the Board of Trade to deter- 
mine whether we are right in so doing. Our feeling is, really, that we are 
doing more for the public than we should be bound to do by Act of Parlia- 
ment. We think that if the public were to leave matters as they are, they 
would be better off. It is for them to decide that. If we are compelled to 
agree to a maximum price, we shall keep within the strict letter of the law, 
and we shall not do so much for the public as we do at present. 

A Proprietor: Will you have the goodness to explain the meaning of 
the “‘ Depreciation and losses on shares, £19,000?” 

The Cuarrman: We had been in the habit of making up the joint-stock 
capital as £180,000; but on the last occasion it was considered that that was 
not a correct re eee y of the capital of the company, for the amount of 
capital on which we paid dividend was £200,000—that is the £180,000, and 
this £19,000 to which your question refers. Upon the last occasion it was 
by mistake, I imagine, added to the investment account ; now it is considered 
that it should be brought intoaseparate account; therefore it is put down as 


itis. It was to the debit of the previous half year, and therefore, for the 
reason I have previously explained, it was necessary this half year to bring 
it to the credit side of the account, which clears it off entirely. tis | 
A Proprietor: I am anxious to see the real capital raised by the share- | ; 
holders kept distinct from the debenture accounts, Se = | 
The CuHairmaNn: We have paid £6550, and have therefore reduced the de-' | 
benture debt by that amount. 1} 
A motion for the adoption of the report and statement of accounts having’ | 
been moved and seconded, was carried unanimously. || 
A resolution was then passed authorizing the payment of a dividend at the | | 
rate of 5 per cent. per annum, and the retiring directors and auditors having | | 
been re-elected, a vote of thanks to the chairman and directors terminated || 
the proceedings. 





THE GAS QUESTION IN CORK. 
MEETING OF THE UNITED GENERAL GAS COMPANY. 
A Special General Meeting of Proprietors in this Company was held on | 
Tuesday, the 10th inst., at the Offices of the Company, Austin Friars, London 
—J. 0. Hanson, Esq., in the chair. 1 
The Secrerany having read the advertisement calling the meeting, H 
The CHarrMAN said: Gentlemen, we have called you thus early together | 
after our usual half-yearly meeting, to inform you that overtures having | 
been made to us by the opposition company at Cork, we have considered it, | 
for the interest of the proprietors that we should not turn a deaf ear to those | 
overtures; that, considering the circumstances in which we are placed at | 
Cork, we should seriously take them into our consideration; and, after some 
di ion and some negotiation, we have entered into an agreement with | | 





a loss on shares in 1837. It is now put down as a separate item per tly ; 
then it was supposed to be merged; but it was considered, on the whole, 
advisable to make it a separate item. But we think it advisable that we 
should reduce this particular item from time to time; therefore we have 
taken this amount, £4277, and deducted it from that amount, leaving the 
sum of £15,000 instead of £19,277. The sum of £2500 was also mixed up in 
the investment account, but in the next set of accounts issued to you, that 
will be also deducted ; so that in the ensuing two or three half years the 
whole sum of £19,000 will be written off. 

A Prorrietor: That is written off from the profits? 

The Cuarrman: Yes. I will now explain to you how this ‘‘ Loss on 
shares”” was originally made. In the year 1837, when I was not in the 
direction, the directors wanted to raise a sie sum of money, and the shares 
were depreciated. 

Sir James Duke: They were issued at a discount. 

The CuatrMan: Yes; there was a loss of £20,000. They were obliged to 
issue the shares at a discount of £25 instead of at their original price of £50. 
A Director: But they have been paying dividend always on the £50. 
The CHatrMaN: The last half year it was considered that that was not 
correct, that the accounts did not stand correctly, the capital being repre- 
sented as £180,000 instead of £200,000; and as that sum of £19,600 was 
placed on the one side, it was absolutely necessary to introduce it on the 
other, and it must now so appear until it is written off entirely in the way 
that we are about to act with regard to it. 

A Proprietor: Then this particular sum of £4000 was not a loss that 
actually occurred, but it is part of the £19,000 ? 

The CHarrMan: £19,000 is the total loss, and £4000 is carried off it. 

A Proprieror: It was part of a large loss incurred previously ? 

The CHarRMAN: Yes, in 1838, not in 1837, It is stated in the accounts 
as 1837, but that is a clerical error. 

Mr. Ruopss: Is not the wear and tear account larger than usual ? 

The CuairMAN: On the contrary, it is less this year than usual. Last 
year it was £5437, and now it is £4711. Itis nearly £10,000 a year, but 
we do not think it too much. 

Mr. Ruoprs: Then from what causes do your law expenses arise? 
you had anything to do with the litigation about Hills’ patent ? 

The CuatRMAN: Yes; a portion of the law expenses is due to a contribu- 
tion made by us to the expenses of that litigation. We think the litigation 
will be decided in favour of the company. 

In answers to questions by Mr. Ruoprs, the Cuarrman said: Half of 
the old retort-houses are now undergoing reparation. It will be an ex- 
pensive work, but very uscful ; they were worn out, and we thought they 
would not work satisfactorily any longer. They have been in use for the last 
thirty years, and they are now wornout. It was absolutely requisite to under- 
take the rebuilding, and you will derive great benefit from it hereafter. 
With respect to the roof of the retort-house, it does not strike us that that 
requires any alteration at all. 

r. Ruopes: With regard to the gasometer you have mentioned, I am 
glad to find you are about to make more gas room, but I should like to 
know from what fund the expense is to be drawn. 

The CHarrMAN: We think it advisable not to draw upon you for any 
money for that purpose, for we think it would be merely making you take it 
out of one pocket to put it in the other. 
borrow money for the purpose; and we propose, therefore, instead of con- 
tinuing such a fund as you had previously (a debenture and liquidation 
fund), that we should appropriate a certain proportion to pay this amount— 
it is about £11,000. 

A Proprietor: Over how long a period will the payment of that sum be 
thrown—how many half years? 

A Drrecror: Of course we must be guided by circumstances as to that. 

A Proprietor: You would not depreciate the dividend I suppose? 

The CuarrMan: No, certainly not. Weare paying now a £6 per cent. 
dividend, and we hope decidedly to pay a £5 per cent. dividend next half 
year. But we think it better to apply in the manner I have told you a 
certain sum in payment of this gasometer, rather than get into debt. 

In answer to further inquiries— 

The CHAIRMAN said: Our engineer has left us, and gone to other works; 
but I believe he has done so because the change was satisfactory to himself. 
Our accountant in the office here we extremely regretted to lose, but he has 
become secretary to another company, and that would be a higher position 
than the one he held here. I do not know, therefore, that we ought to com- 
oy of his leaving us, since his doing so would so much better his position. 

e have certainly been astonished to-day to hear that our present ac- 
countant is about to leave us; but he considers that, he is going to better 
himself. I do not know in what way. 

After some further conversation on the point, 

The CHAIRMAN said: We think we have a very good officer in the place of 
Mr. Jones. He is with us at present for a short time only, but he will very 
soon be with us permanently, and we hope he will satisfy both ourselves and 
the proprietors. 

A Proprietor: There is one thing which I think ought not to have ap- 
peared in the accounts as it does, and that is the item ‘Debenture bond" 


Have 

















We think it also advisable not to | 





The CHarnman : It was absolutely requisite that that should be placed as : meeting by Mr. 


-of the present favourable opportunity of coming to terms with them. Before | 


the opposition company, subject to your confirmation thisday. I need hardly 
remind the proprietors of the great difficulties that we have had to contend 
against at Cork. We have had a very serious opposition, attended by a great 
sacrifice of income; inasmuch as we have been compelled to reduce the price 
of our gas to 2s. 6d. per 1000 feet, in order to retain ourcustomers. Wemust 
all of us know that 2s. 6d. per 1600 feet is not a price which can remunerate 
any company, but we have been compelled, in order to preserve our custo- 
mers, to have recourse to this step. If we had raised the price in order to 
save income, the effect would probably have been that we should have lost a 
large number of our customers, and when the time came that we should sell 
our works, we should have had much less to sell than we have at the present | 
moment. That has been one view of the case. Another view of the case is | | 
this: that we might possibly look forward to the period when a new tender | | 
for the public lights would be put out at Cork, and when we might try to 1; 
regain our position by going in at a very low figure; but I think, after the | | 
experience we had when the last tender was put out—when our tender was | , 
5s. for each public lamp lower than the other company—when we found that, | 
out of a local council of 46 gentlemen of which it then consisted, 43 gave it | ' 
to their own people instead of to us—I do not think there is a very encou- | | 
raging prospect that, by waiting another year, we might have regained our | 
position. But the cireumstance which has induced us more particularly to | 
take this matter into our consideration, is the knowledge of the fact that the | i 
opposition company at the present moment contemplate laying out a con- {| 
siderable sum of money at Cork—possibly from £6000 to £8000; and we 
have considered that, if we allowed them to lay out this large sum of money, | 
they would be less disposed to treat with us when they had completed their | 
works, and when they had enlarged their mains and built their gasholder. | 
Under these circumstances, we have felt it was necessary to take advantage 





I call on the company’s solicitor, Mr. Gregory, to read to you the terms of the | 
contract, I may generally state to you that the price we have agreed upon is | 
£26,000 for the purchase of our works, less £300 for a proportion rent | 
charge. That amount is based on a consumption of 28,000,000 cubic feet of | 
gas annually. When we have taken the register of our meters after the 
30th of Jupe, we cannot say what it may be; it may be more. If 
it is more, we get a proportionately higher price; if, on the other hand, 
the consumption falls below that amount, then we have to make some| | 
abatement. The £25,700 is to be paid in ten annual payments, and, 
in the meantime, we get a rental, which is interest for our money, at 
the rate of £6. 18s. 6d. until the entire amount is paid off. In Ireland 
they have a peculiar custom of what they term fining down the rental, 
which is exactly the same thing as interest. The rental in that way 
that we shall receive will be about £8100 during the whole period, which is 
at the rate of £900 a year. We have made provision, of course, for their 
taking all our stock off our hands at a fair valuation, to be ascertained by 
two engineers, and if they differ in their views then a third party must be 
called in. We have made also provision that in case the Cork people finding 
we are giving up our business at Cork, and finding that they must go to the 
other company between this and the 30th of June, such contingency will be 
allowed for in the amount that will be fixed on the 30th of June. Those 
are the leading features of the arrangement we have entered into, subject to 
your confirmation. I may say that on this side of the table we are very large 
proprietors ourselves. Our more immediate friends and connexions hold a 
very large stake in this company. We have considered this arrangement 
a very favourable one for the company, and, as such, I hope it will meet 
with the concurrence of the proprietors now present, and that they will feel 
that in entering into this agreement we have not overlooked their interests, 
I shall now call on Mr. Gregory, the solicitor of the company, to read to you 
the agreement of which I have given you these outlines, 

Mr. Beit: You might add, sir, that we were unanimous on the question 
of sale. 

The CHarrMAN: Yes. 

Mr. Gregory: Gentlemen, in compliance with the request of the chair- 
man, I will proceed to read the articles of agreement which have been | 
entered into between the Cork Company and yourselves, or rather by the | 
directors of this company in your behalf. Before doing so, it might assist 
you in following me if I state that this agreement is preliminary only, and | 
will have to be carried out subsequently by deeds perhaps rather more com- 
plicated, and of a more elaborate description. I should also perhaps state, | 
that with respect to the purchase money of £26,000, that is subject to the 
following deductions, which are adverted to in this agreement—namely, 
£300, which is an abatement made in consequence of the rent which is paid 
by you forthe premises on which your works are constructed at Cork. There 
is a rent there payable by you of £157 for those premises, and in considera- 
tion of that, the agreement provides that the new company shall have an 
abatement of £300 from the purchase money, they contributing towards that 
rent of £157, £100 a year during a period of ten years that this rent is re- 
maining, and until the whole purchase money is paid off, and after that ten 

ears they take upon themselves the whole £157 as their own liability. I 
lieve, with that exception, you will be able to follow me in the articles 
which I shall read. 

The terms and conditions of the said contract were then read to the 


Gregory :— 
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| The Cork Consumers’ Company will pay down on the— 
| ent or Principal and 
Interest. Interest. 
July 1, 1859, _ = " Ist instalment . £2,300 . £2,300 
» 1, 1860, . £1,620 2nd ” . 2,600 . 4,220 
» 1, 1861, . 1,440 Srd nid 2,600 4,040 
» 1, 1862, 1,260 4th o 600 3,860 
» 1, 1863, 1,080 5th na 2,600 3,689 
» 1, 1864. 900 6th ha 2,600 3,500 
ss 1, 1865. 720 7th = 2.600 3,320 
» 1, 1865, 540 8th me 2,600 3.140 
»» 1, 1867, 360 9th = 2,600 2,960 
» 1, 1868, 180 10th an 2,600 2,780 
£8,100 £25,700 £33,800 





| _Mr. Payne: May I ask what remedy you have in case the Cork Company 
| Shall fail in their contract? 

Mr. GREGORY: These articles provide that a proper deed shall be prepared 
| and executed, binding the Cork Company to pay these instalments. 
| Mr. Payne: What I mean is, have you any power to resume possession 
| of the works, supposing they fail in making their annual payments? 
| Mr. Grecory: We shall have nothirg beyond their covenant, except that 
| we have the first instalment in hand. 
| Mr. Payne: We ought to have the security of the works. 
| Mr. Gregory: It was not stipulated for in the first agreement, and I 
| think there would be considerable difficulty in obtaining it. 
| Mr. Haxrerr: If they do not pay the instalments we shall be able to re- 
| cover, and we shall get the works. 
|| Mr. Grecory: Your own works would not afford you any great security. 
| Mr. Payne: But we should have a lien on theirs. 
| Mr. Hatxtetr: You could recover on the covenant. 

Mr. Payne: We should not want to bring an action against them if they 
had the means of paying us. 
| Mr. Gregory: An action of covenant isa very simple thing. There is 
| no answer to an action for a breach of covenant to pay money, and the judg- 
| ment is immediately entered up. 
| Mr. Payne: Supposing the judgment entered up, and suppose they are 
still antagonistic, and do not pay, where is your remedy? Whom do you 
take? Do you take the secretary personally? (A laugh.) 

Mr. Grecory: We shall issue execution against them. 

Mr. Payne: Against what? 

Mr. Grecory: You issue an execution against their works. You have a 
charge on the whole property of the company, whatever.it may be. You are 
aware, perhaps, that a judgment is the highest security known to the law. 

Mr. Payne: It struck me that when we part with this certain parties 
might not fulfil their part of the contract, and it seems to me a very natural 
question tu ask—What is our remedy ? 

Mr. Grecory: Quite so. It is a question for your consideration whether 
the agreement is worth your adoption with the remedies you have got. It 
may be that you might ask for more, but I very much doubt whether you 
would carry out your agreement. 

Mr. Hatuerr: You get a lien on all their property as soon as you get a 
judgment. 

Mr. Payne: If they fail in their annual payments, we ought to take pos- 
session, and they would then forfeit all that has been paid. 

Mr. Hauuerr: It would give us very little relief to take possession of our 
own property. 

Mr. GreGcory: Suppose you had that lien, how would you enforce it? 
You would probably have to file a bill in Chancery to do it. 

Mr. CuarMan: Taking possession of our works might be taking possession 
of an empty thouse. 

Mr. Payne: We could put out the lights, and stop the lighting of Cork. 

Mr. GreGcory: So you could do that by means of a judgment ; but as mort- 
gagees in possession, you must enter subject to all liabilities as to lighting. I 
am supposing now you have a mortgage, and want to enforce it; you come 
in, and you must take your security “ cum cnere.”” 

Mr. Payne: Will they allow us to register a judgment now? 

Mr. Grecory: They can only give you a covenant ; you cannot enter up 
judgment until you get a breach of covenant. 

Mr. Hauierr: There is only one company in Cork, so that you do not run 
much risk in that respect, I think. 

% ~~: ccc I should like to ask what amount of capital we have sunk 
at Cork? 

The CxArrMAN: The capital that we have sunk there at present under the 
Cork Act is £56,000. I may say that I think the best security we possess is 
in the concern itself. If there is only one company carried on at Cork, I 
believe that company will do remarkably well; but with the strong opposi- 
tion against what they term a foreign company, I think, with all our efforts, 
we should have very great difficulty in maintaining our position, even with 
the very heavy sacrifice which we are now making. 

Mr, Bett: You might say with the political hostility of the company. 
Although we were invited there, we were always treated as strangers; we 
found them the capital, and when we showed them the way, then they 
turned us out. 

Mr. Hauuetr: I understand we get £25,700 for our works, and they pay 
the value of the coke and coals; do they pay us the value of the coke and 
coals at once ? 

: Yes. 


The CHAIRMAN 
A Proprietor: Can we form any judgment as to the amount of that stock ? 

The CuatrMan : I should think about £1000. 

Mr. Payne: Has the possibility of there being a prior judgment been taken 
into consideration ? 

Mr. Grecory: Their nominal capital is £60,000, and, as far as we know 
at present by their published accounts, there is a debt amounting to from 
£6000 to £7000; but that is the only debt, as far as we know. 

The CuarrmMaNn: They have only called up £40,000. 
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monopoly of supply at Cork, as of course you are aware. 

Mr. Payne: Would there be any objection to asking them to recite that 
their capital is so much, and their debt so much? 

The CuarrMAN: We have the accounts which they furnished to their 
6g 

r. Hatterr: What is the number of shareholders in the Cork Consumers’ 
Company, because they would be liable ? 

Mr. Grecory: I believe they are very wea!thy persons. 

The Szcretary: Their board hold 700 shares, and there are 600 pro- 
prietors. 

Mr. Grecory: I hold in my hand the balance-sheet which was published, 
and on which the directors’ report is founded. They are guilty of a breach 
of trust if they publish a false account. Of course, in working out an agree- 
ment of this kind, one must not ask that which will be liable to lead to its 
abrogation. 








Mr. Grecory: That is their financial position, and they will have a | 
| the chairman did not seem to be quite satisfied that the results of clay retorts, 


| 


| To meet that, you have their works, valued at £40,000; your own works, of | 





| 


| 
| 
| 
| 


A Proprietor: Considering the manner in which the directors have | | 
managed the company hitherto, I, for one, feel deeply indebted to them, and | | 
I would rather trust to their judgment than to my own. At the same time, | 
I have thought it right to throw out suggestions; so that if they have not | 
already received, I am sure they will receive their full and due considera- 
tion. I know there has been iderable difficulty with regard to judgment | 
debts, and I only wished to direct attention to it. I for one am prepared to | 
believe that the board have made the best bargain they can for the share- || 
holders; and I put that confidence in them because they are taking care of || 
their own interest as much as, and even more, than our own. 

Mr. Doane: I would just ask one question—Is there likely to be a com- | | 
pany in opposition to the Cork Company ? i} 

The Cuatrman: I should think not at the price of 4s. 6d., which they are | | 
_~ selling at; and they are so powerful a body that they carry all before || 

em. ’ 1 
Captain Sura: I think that is quite a sufficient answer, and I fee) it will || 
be quite satisfactory to the gentlemen present. I have been in the habit, as | 
an old proprietor holding 75 shares, of moving a vote of thanks to the cbair- | 
man and the board for their attention to our business, and, after what has | 
been said, I think it better for us to get rid of this Cork establishment, which | | 
is an expense to us without any profit. If we are to receive a certain sum of 
money, we shall have the interest of that money, which may, of course, in 
future enable the directors to propose an increase of our dividend. I hope we 
shall request the directors to carry the agreement out, and therefore I have 
much pleasure in proposing “‘ That the contract for the sale of the works at 
Cork be now approved and adopted upon the terms and conditions set forth 
in such contract, which have been this day read to the meeting; and that 
the directors of the company be authorized and empowered to concur in and 
affix the seal of the company to any deed or deeds which may be necessary 
for giving effect to or carrying out the same,” 

Mr. Hau.etr: I beg to second that. 

Mr. Payne: I rather think that is premature. You say £40,000 is the 
paid-up capital, and £10,000 they owe, which makes £50,000. 

The Secretary: No; they owe only £7000, 

Mr. Payne: Being a limited liability company, they have only £13,000 
more. Now, is that a suflicient security for us? 

R ... Cuapman: There are all their works, pipes, and plant, and every- 
thing. 

Mr. CoLes: Allow me to inquire whether the operations of the company 
are so extensive as to make a profitable use of this large return of capital ? 

The CuarrMaNn: Most decidedly. I do not anticipate this half year that 
the effect of this agreement will at all influence our half-yearly account, 
because the account runs on to the 30th of June; but after that period I look 
for a much better return for the capital we have in the concern. 

Mr. Doane: Do you intend to return this £26,000? 

The CuarrMan: £2600 a year will make a very small division amongst 
9000 shares. 

Mr. Grecory: Allow me just to say one word as to what has fallen from 
the honourable proprietor, which is as to the amount of security we have for 
this. I think his observation went to this extent, that there is about £20,000 
of capital remaining to be called up; and he estimated that there was a 
liability against that of £7000, leaving £13,000 only in the hands of the Cork 
Company, to be made liable as an available asset. I think the honourable 
proprietor has fallen into a little misapprehension respecting that. It is not 
only that the £40,000 has been paid up, but it has been laid out in the con- 
struction of the works; and, in addition to that, there is still £20,000 to be 
paid up—that is £40,000 laid out in works, and £20,000 remaining on the 
personal liability of the shareholders, making altogether £60,000. Against | 
that there is £7000 liability, as far as we can ascertain. Take it in round 
numbers at £10,000, that leaves in available assets not £13,000, but £50,000. | 

Mr. Payne: If we have the security of the whole concern, | 

Mr. Grecory: On the Ist of July you have £2600 paid up. Your position, 
supposing they had not incurred a further liability—a liability of record or || 
mortgage—in the meantime, would'be this: that they would be liable, on their | 
covenant to you, for an immediate judgment for your instalment of £2600. | 








such value as they might be—say £20,000, which I suppose is a low figure, | 
making £60,000; and you would also have a right to call up the £20,000, | 
the whole of course being subject to the £7000 or £10,000, as the case may | 
be. Therefore,’supposing on the lst of July, 1860, their second instalment | 
is not paid up, you have, as I make out, a security of something like £60,000 | 
to £70,000. | 
Mr. Payne: You are putting the value of their works at £40,000. I \! 
should have come here and supposed that our works were worth the £50,000 | | 
which we have already laid out; but it seems that our works are only worth | | 
£26,000. So that I think you could not value their works at £40,000. 1 
Mr. Grecory: First of all their works are new, and constructed on all | | 
the modern principles. Secondly, they will have in their hands the whole | 
supply of Cork. Our works now are working under a competition—a a | 
harassing and close competition indeed. They will have in their hands both || 
companies, and they are a consumers’ company beyond all doubt. They take | | 
in the great mass of all the consumers of Cork, and that is their strength and | | 
our security. 1 
Mr. CHapMAN: Works are worth nothing; it is the good-will or business. | | 
The CuarrmMan: I hope the worthy proprietor is now satisfied. 
Mr. Payne: I shall be guided by the vote of the shareholders. i| 
The CHatsman: I wish every proprietor to be satisfied; and I may!) 
mention that there is a similar meeting going on at Cork this day, and as soon | | 
as the meeting have determined the question we shall have to telegraph to | 
Cork to inform them whether it is agreed to or not by the proprietors. 
The resolution, having been put to the meeting, was carried unanimously. || 
The Cuarrman: I can only say that, in the discharge of our duty, we | 
have made the best bargain we could for the shareholders. 
Mr. Doanr inquired whether the use of clay retorts had been found bene- | 
ficial to the company? He asked this question, because at the last meeting || 





| 
' 


as compared with iron retorts, would be satisfactory. Every London company 
had found the beneficial working of clay retorts. 

The CHArrMan said that at Dublin the use of clay retorts was very bene- 
ficial, but at Cork the results bad not been quite so satisfactory. 

Mr. Hatuetr: I do not think we ought to part without thanking the 
directors for their exertions, made in our behalf. I cannot _~ expressing 
my opinion that since the worthy chairman has filled the chair of the present 
board of directors, the affairs of the company have been carried on most satis- 
factorily. We have met with competition at Cork, but that. has arisen from 
no fault of theirs. Perhaps our late manager was wrong in not at onoe open= 
ing a treaty of compromise; but the board have lost no opportunity of enter- 
ing into this, which I believe to be a beneficial arrangement. We were losing 
considerably by selling at 2s. 6d. per 1000 feet, because we could not sellat a 
profit under 4s, 6d. or 4s. Now we get back more than half what we have 
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pense for our works, and get interest at the rate of £6, 18s. 6d. per cent. | 
till the whole is paid up, and I think we have ample security for our capital 
and interest. 1 think the thanks of the proprietors are eminently due to the | 
chairman and directors for entering into such an arrangement, and I have 
very great pleasure in moving such a vote. 

Captain Suxa: I shall be most happy to second that. 

e resolution was carried unanimously. 

The CHAIRMAN: We must not part without returning to you our best 
thanks for the compliment you have paid us. It is just about ten years ago 
since we finished a similar arrangement at Mill Bay. That was a very dif- 
ficult negotiation. _ This has been somewhat difficult, because a great deal of 
feeling has been mixed up with your opposition at Cork. I may say we have 
had greater difficulties to contend with at Cork than at Mill Bay. We have 
had local interests against us, the population against us, and we were a short 
time ago, as you know, obliged to go to Parliament to protect our own inte- 
rests. I have only to say that, on my own part and those of my colleagues, 
we thank you for the compliment you have paid us. (Applause. ) 

The meeting then separated. 


MEETING OF THE CORK GAS CONSUMERS’ COMPANY. 

Two Extraordinary General Meetings of the Shareholders of this Company 
were held on Tuesday, the 10th inst., at the company’s office, South Mall; 
one for the purpose of considering, and, if approved, of ratifying certain arti- 
cles of agreement, dated the 18th day of April, 1859, between the United 
General Gaslight Company and the Cork Gas Consumers’ Company, for the 
sale of the works at Cork of the former company to the latter; also of em- 
powering the directors of the latter company to do such acts and exercise 
such powers, in the name of and on behalf of the company, as might be 
necessary to carry the said agreement into effect. The second was for the 
purpose of confirming a special resolution adopted at an extraordinary general 
meeting, held on the 7th of March last. 

:y the motion of Mr. T. Manony, the chair was taken by Mr. Macurre, 


Mr. T, Manony suggested that, the meeting having been called for the 
purpose of considering a negotiation that would not be terminated until both 
companies had ratified the agreement, it would be more judicious not to have 
the proceedings published—(hear, hear)—but a report would be taken for the 
company, which would be placed at the disposal of all the journals, if the 
shareholders of the United General Gas Company should have ratified the act 
of their directors, for the sale of their works in Cork. He proposed, there- 
fore, that it should be a private meeting. (Hear.) 

The proposal having received the general assent of the shareholders pre- 
sent, it was resolved that the meeting should be private for the present. 

The Secrerary then read the notice of the meeting, and also the Articles 
of Association, allowing the company to purchase any works belonging to 
another, with the sanction of a general meeting of the shareholders. 

Mr. Nactx, law agent, having been called in by the chairman, read an 
abstract of the agreement for the sale of the old company’s works, for a sum 
of £25,700. 

The CHAIRMAN: Gentlemen, it now becomes my duty to explain to you, as 
briefly as the subject will admit of, the nature of the purchase which the 
directors have made in your name, and the reasons which induced them to 
open a negotiation with the United General Company. Some of you may re- 
member that, when I had last the honour of addressing you from this chair, | 
I expressed a feeling which I knew to be felt by your directors, and generally | 
entertained by the shareholders,—that there was no desire on the part of | 
our company to sacrifice the property of the other company, and that while 
we were determined to spare no exertion to advance our own interests, we 
did not wish to destroy theirs; but that, on the contrary, I thought they 
ought at once to relinquish a ruinous struggle, and come to fair terms—to 
which we were not by any means averse. (Hear, hear.) This, then, being 
the real feeling of the directors, they availed themselves of the most legiti- 
mate opportunity of bringing matters to a fair understanding. You are aware 
that it was the intention of the directors to undertake a large outlay imme- 
diately, necessary in order to make adequate preparation for the winter supply 
of gas to a vastly increased number of consumers. (Hear.) In fact, the work was 
about to be commenced, all preliminaries having been gone through. The cost of 
these necessary works would have been, at least, somewhere about £3000, and 
might have reached £4000; for not only was an additional gasbolder indispen- | 
sable, but increased accommodation in the retort-house was equally indispen- | 
sable. (Hear.) Before actually commencing these works, the directors deter- 
mined to understand what were the intentions of the other company ; because, | 
if wn Soe willing to sell their works to us, such an outlay on our part would | 
have been not only unnecessary, but most unwise. (Hear, hear.) Therefore, the 
board at the other side was sounded as to their views; and it having been | 
found that they were willing to come to fair terms with us, Mr. Anderson | 
was empowered to deal with them in our name and on our behalf. I may 
here state that your directors were rather following than giving an example; 
for it is now about a year since the directors of the other company had an 
offer made to our board—that offer being to hand over their works to us for a 
certain fixed income. They were then ready to sell us their works and hand 
over all they possessed in Cork for an income—a permanent income—of 
£2000 a year. This would represent, at the very lowest, a gross sum of | 
£40,000; and, that being a sum far beyond what we considered to be a fair 
price for what was offered to us, we unhesitatingly declined to consent to it. 
(Hear, hear.) All negotiation was then broken off, and it was not until the 
necessity arose out of the state of things I have described that your directors 
thought themselves justified in making any overture whatever to the board 
in London. Finding, then, the other company willing to treat for a sale of 
their works, the directors authorized Mr. Anderson to go to a maximum 
price of £25,000—which price he had no authority, without express permis- 
sion on their part, to exceed. Their demand was far beyond what we still 
deemed it right to give. It is unnecessary for me to go into a detail of the 
various stages of a protracted negotiation, and I shall therefore only say that 
Mr. Anderson made a gallant fight on your behalf, and gradually beat the 
sellers down to £28,000, then to £27,000, and finally to £26,000—below 
which they would not consent to go, Mr. Anderson consulted me in London 
on the subject, not wishing to exceed the maximum authorized by the 
directors, and he also telegraphed to the board in Cork. I was of opinion 
that a matter so important for the company as the final settlement of this 
question on a rational and sound basis ought not to be forfeited for so small | 
an amount as £1000—(hear, hear)—and I accordingly consented to give that 
sum in order to secure the bargain ; and I was glad to learn that my brother 
directors were of the same opinion as I was, and had communicated with Mr. 
Anderson to that effect. (Hear, hear.) We therefore allowed the negotia- 
tion to go on, and the bargain to be pees | coneluded. This, gentlemen, is 
simply the history of the transaction, and I now desire to say something as 
to the value of what we have purchased. (Hear, hear.) There are those, 
no doubt, who imagine we have given a very large Oe eee hear)—and 
even some say we have given this great price for so much old iron rotting in 
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| company’s works, you can pay, from that very hour, 8 per cent. on your pre- 


| meeting in London—you to ratify the purchase made by your directors, they 


the ground. (Laughter.) Well, if we had only bought that, it would have | 
been a monstrous price indeed. But, gentlemen, Mr. Anderson will tell you 

that the plant is not only valuable, but immediately available. (Hear.) He| 
will tell you their gasholders are excellent, and affording such accommodation | 


| as to render it unnecessary for us to lay out a shilling in adding to them. | 
| (Hear.) They have likewise an extensive and valuable bench of retorts, which | 


will also obviate any further outlay on our part under that head. All their 
manufacturing apparatus is valuable, and of considerable importance to us; | 
for we should have made further extensions in this respect, in order to pre- 


| pare for the trade of the next winter, inasmuch as our enormously increased | 


demand during the last winter season tried the capability of our works to the | 
very utmost. (Hear, hear.) Then their storage for coals is very extensive, | 
and will enable us to lay in a larger supply than it is possible for us to do | 
at present. I shall leave it to Mr. Anderson to give you his professional | 
estimate of the value of the plant, which is only one of the items of our pur- 
chase; for, gentlemen, there is an item of much greater importance than that — 
namely, the trade of the other company. (Hear, hear.) I must admit I 
was much surprised when I learned the extent of that trade. The fact is, 
the reduction in the price of gas has added enormously to its consumption in | 
this city, developing in a few months a consumption which it might take 
years to attain under ordinary circumstances. (Hear, hear.) We found that, 
in consequence of their diminished price, the other company had succeeded 
in maintaining, or rather creating a large consumption; and although that 
consumption was of little value to them, it is of the greatest consequence to 
us—(hear, hear)—for, though they could only lose money at the price at 
which they were supplying the article to their consumers, we must make 
largely by supplying the same customers at our moderate but still remu- 
nerative price. (Hear, hear.) In fact the other company were clearing the 
ground for you. (Hear, hear.) They were your pioneers; and while they 
had all the labour, you will reap all the advantage. (Hear, hear.) They 
were like the rude Linens who goes into the forest, clears away the trees, 
and prepares the ground for tillage, and who then passes on, giving place to 
those who come after him. In the same way, the two-and-sixpenny price of 
the other company, which created a new class of consumers, will tell to the 
benefit of our shareholders. (Hear, hear.) I said we were surprised at the 
alleged extent of their trade; for it was asserted—and this, of course, is a 
matter to be proved, for reasons that I shall state—that they had nearly as 
large a private consumption, certainly at a ruinous price, as we enjoyed at 
an admirably paying price. The price which we consented to pay was de- 
pendent on the proof that the other company had a private consumption of 
28,000,000, measured into the meters of their consumers. This they are 
bound to establish ; for if the consumption be less, the price will be less— 
whereas if it be more, it is only fair that the price should be something 
more. The price, then, for the works and the trade, for the plant and the 
consumption, is £26,000—which, at the rate of payment agreed upon, would 
exactly represent this capital at 6 per cent. You have heard that it is to be 
paid off in equal instalments every year for ten years, and that the interest 
will be gradually fined down to nothing—so that at the end of ten years 
you will not have a shilling to pay, and you will then be in possession of the 
most flourishing trade in the kingdom. (Applause.) Mr. Anderson is 
here to explain this matter more fully than I shall attempt to do, and 
I may add that the directors are fully satisfied of the soundness of 
his estimate. He can satisfy you, as he has satisfied us, that you will be able 
to pay off your annual instalment and interest without the slightest pressure 
on your resources, which will be vastly increased. He can also prove this to 
you: that from the moment the bargain is concluded—from the moment the 
deeds are sealed, signed, and delivered, and you are in possession of the other 








sent capital. (Loud applause.) And a fact much more important to me than 
any advantage I can derive from any number of shares—because my own per- 
sonal character and honour are involved in it—is, that the price of gas will 
not be increased in this city. (Renewed applause.) So much do I look to 
the question of price, which was the sole object of our original undertaking, | 
that I would rather see this company smashed to-morrow—nay, this very | 
day—than that we should be parties to betraying the very hopes which we | 
have been so long holding out to our fellow-citizens. (Hear, hear.) I re- 
peat, gentlemen, we can pay off, by our increased resources, this increased 
demand upon them; we can pay 8 per cent. on our capital; we can continue 
to give gas—the best gas—at 4s. 6d.; and, depend upon it, we can, after a| 





| short time, in consequence of the increased consumption which we — 


lay aside a surplus; and with this surplus we shall be enabled, ere very long, | 
to reduce the price of gas from 4s. 6d. to 4s. 3d., or even to 4s, (Loud ap- | 
plause.) Mr. Anderson will explain to you that, when we take on the con- | 


| sumers of the other company, and connect their services with our mains, we | 


will not increase our present leakage, and that thus the present leakage in 
the old mains will be saved—(hear, hear)—for we shall have only the same | 


| mileage that we now have, and the leakage is on the mileage, and not on the | 
| amount of consumption. 
| under this head. 
| sent private consumption, and, as I have told you, the amount of the purchase | 
| money depends on the proof that the other company have this consumption | 


So, as I have said, a great saving will be effected | 
We are to supply 28,000,000 of gas in addition to our pre- | 


to-hand over to us. Now, for this additional supply we are to receive our | 
maximum price of 4s. 6d. per 1000 feet; for here there is no question | 
of public lighting, inasmuch as we have the public lighting of the city, 
but of private lighting. We are now giving the public 17,000,000 of 
our gas at a price not exceeding 3s. 6d. per 1000 feet; whereas we are to| 
receive the maximum price of 4s. 6d. for every foot of gas which we are to 
supply to the customers of the company whose successors we hope to be. | 
(Hear, hear.) Thus, then, 28,000,000 of gas, at 4s. 64. per 1000 feet, re- | 
present an income—an additional income—of £6300; and if you desire to | 
ascertain it, Mr. Anderson can tell you what profit there ought to be on that 
large additional income, when calculated at the rate at which we manufacture | 
gas at the present moment. As this is a question which mainly depends | 
upon professional information and scientific knowledge, I shall invite our | 
engineer to explain it fully to you when I sit down; but I think I may} 
venture to state my opinion, even upon the facts which I have now laid} 
before you—namely, that your directors have made a good and safe bargain 
for their shareholders. (Hear, hear.) While we are holding this meeting in 
Cork, the shareholders of the United General Company are holding a similar 


to ratify the sale concluded by their directors; and in an hour or two we 
shall have the result of the meeting in London. I may express my opinion, 
which is that of the directors, that this is a Jond fide transaction; and this 
I say from the straightforward and business-like manner in which we have 
been met by the board on the other side. (Hear, hear.) After alluding to 
some inconveniences which lay in the path of the Consumers’ Company, and 
which would be altogether obviated by the purchase of the other company’s 
works, the chairman continued: Before calling on Mr. Anderson to make 
his statement, I am most anxious that the shareholders present should avail 
themselves of this opportunity, and not only state their opinions freely and 
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fully, but make inquiries respecting any point as to which they may be in 
doubt. This they are bound to do, not merely for their own interests, but 
for the interests of those whom they represent. (Hear, hear.) Mr. M‘Ostrich 
reminds me of a matter of importance, which it is well to mention. We 
were desirous that the directors in London should allow us to pay them the 
entire money at once, and we offered to do so, for we knew we could raise 
the necessary amount in one week in Cork—(hear, hear)—but they refused 
to receive it, saying that they did not want it—that they had no use to 
which they could put it. (Laughter.) In fact, they positively refused to 
accept it otherwise than as they proposed to take it. ‘They did certainly 
consent to make some alteration; for while they insisted, in the first instance, 
that the instalment of the purchase money should be paid only every second 
year, they at last consented to receive an instalment every year for ten years, 
by which alteration in the mode of payment there was a sum in interest of 
nearly £1000 saved to our company. (Hear, hear.) Never were seller and 
purchaser in asimilar humour before. We said—‘* We wish to pay you at 
once; we have the money ready for you—oblige us by taking it.”” (Laughter.) 
‘* No,”’ said they, ‘* we do not want it; we have £30,000 lying idle; we have 
no business of your money; and as we have every confidence in you, we 
would prefer that you would keep it as long as possible.’’ (Hear.) I shall 
now be happy to answer any question put to me by any gentleman present. 
(Hear, hear.) 

The CuarrMAN: £100 a year after ten years, and then £157. But, against 
that, they are giving a certain amount of purchase money—I think £300; 
because the secretary, Mr. Ogg, left Mr. Anderson under the idea that the 
rent was not so large; and when, on further inquiry, Mr. Ogg found that it 
was larger, we made them purchase the difference. (Hear, hear.) Besides, 
we shall be able to turn a portion of the premises, eventually, if not now, to 
some other object. 

Mr. Sexton: Is there any pension to Mr. Gibbings ? 

Mr. T. Manony: Ob, none at all—at least from us. 

The CuairMaNn: There is a house on Sullivan’s Quay included, and it is 
worth £18 a year—— 

Mr. D. CoNNELLAN: The answer I got does not satisfy me at all. Is 
there, I ask, anything to prevent a new company from springing up? Can 
the old company assist in creating one ? 

Mr. NaGie: The very word “ good-will” would prevent them from doing 
that. (Hear, hear.) 

The CHatrMaN: Let Mr. Connellan and his 500 brother-sharebolders in 
Cork keep their shares, or sell them only to Cork men, and thus keep the 
company, what it is, a local one, and another company is utterly out of the 
question. (Hear, hear.) If all the shareholders sell their shares out of the 
city—which is not very probable—(hear, hear)—in that case I cannot say 
what may occur, for the company might then cease to be local. But, to my 
mind, the idea of a rival company is altogether impossible. 

Mr. Lampkin: Mr. Connellan was not here in time, or he would have 
heard that the other company are to include their “‘ good-will” in the sale of 
their works ; and I may add that if they wanted to start another company, 
they should go to Parliament for that purpose, as they have given their Act 
tous. (Hear, hear.) 

The Cuairnman: They abandon their power over the streets when they 
hand us over tieir Act; and unless a new company—assuming that any such 
thing is possible—got a contract from the corporation, which is not likely, 
they could not touch a pavement of your streets, and therefore they could not 
exist. (Hear, hear.) . 

Mr. James Dwyer: I think there was an understanding entered into by 
the old company with parties who took gas at the reduced price, that they 
should serve them for a certain period at the same. z 

The CuairMAN: I am very much obliged to Mr. Dwyer for the opportu- 
nity which he has afforded me of replying to this question. We were, of 
course, anxious to know whether there were any contracts existing for the 
supply of gas at so ruinously low a price as 2s, 6d.; and I am happy to assure 
you, on the authority of the chairman and secretary of the other company, 
that there is not a single private contract in the city of Cork. (Hear, hear.) 
Their statement to us—that is, to Mr. Lane, Mr. Anderson, and to me—was, 
that there was not one. There are, however, four public contracts—one for 
the County Jail, one for the Commercial Buildings, another for the Work- 
house, and the fourth for the Barracks. 


3s. 9d., and for three years—half of which time has already expired. (Hear, 
hear.) Butif it were the fact that contracts were in existence, we would 
not be the losers, for the other company are to allow us the difference between 
the 2s. 6d. and the 4s, 6d. in the purchase money. In fact, if there were 
fifty contracts in existence it would not make the slightest difference to us ; 
only I admit it would be mortifying to think that we should be supplying 
gas at such a rate to so many people who had not the spirit to support an 
effort of local enterprise. (Loud cries of ‘‘ Hear, hear.””) But there is not a 
single consumer in Cork who can say to us—‘‘ You must give me gas at 
2s, 6d., as the other company gave it.” We can charge every consumer the 
fair and moderate price of 4s. 6d. ; and if he refuse gas at that price, why he 
must submit to the alternative of candle-light or darkness. (Laughter.) 

Mr. Ronert Lampkin: If there were a thousand contracts we cannot be 
affected by them. 

Mr. T. Manony: No, for if they existed, the other company must allow 
us the difference. (Hear, hear.) 

Mr. D. ConnELLAN: Is there any agreement to prevent the old company 
from forming a new one, and getting up opposition against us? 

Mr. NaGLE (solicitor to the company): They bind themselves to give the 
very best help in carrying out the agreement ; and as for getting up another 
company, that is out of the question. (Hear, hear.) 

Mr. W. J. Murray: What is to be the gross rent of the old works after 
they are given up by the company? 

Mr. ANDERSON (engineer to the company) then proceeded to address the 
meeting, and said he would first satisfy those gentlemen who had been in- 
quiring with regard to any future opposition in Cork on the part of the old 
company. By the third article of agreement it was provided that the seller 
was to receive the sum agreed on as entire compensation for the whole of his 
property now existing in Cork, including his good-will and parliamentary 
powers over the district in which the seller now supplied gas—(hear, hear) 
—subject to the seller being allowed to remove one-half of the lamp-posts; 
and, should it be necessary in transferring the parliamentary powers to the 
purchaser, both parties are to unite in obtaining the necessary Act—each to 
Bey a moiety of the expense—the ity to be decided by the purchaser. 

owever, he (Mr. Anderson) felt that they were dealing with honourable 
men, and he did not for a moment suppose that they would resort to any dodge 
of the kind suggested and get up anew company, even were it possible, 
which it was not. (Hear, hear.) What the Consumers’ Company were 
doing to-day was what he wished to have been done three years ago; and he 
wished, in a few words, to show that they had been and were still quite con- 
sistent with all they had promised, and said, and done before. At the time 








I i That for the Commercial Buildings | 
is scarcely worth speaking of. (Hear, hear.) But that for the Barracks is at | 


he was first called on to report upon the gas question in Cork—as early as 
May, 1856—one paragraph in his report stated that competition in the 
supply of gas was not the best means of getting it at the cheapest rate, and 
was only resorted to when a company were realizing enormous profits, and 
refused to divide them with the consumers by lowering the price. (Hear, 
hear.) At that time it was proposed rd gorge the new company’s works, 
but the proposal could not then be carried out. He had also made a calcula- 
tion as to the capital for those works and the cost of gas per 1000 feet ac- 
cording to the consumption. His calculation was to this effect: Sup 
they had a capital of £45,000, with an annual manufacture of 50,000,000 
feet of gas, it would be at the rate of 18s. capital for every 1000 feet they 
made in the year; and, on the other hand, if they had a capital of £49,000 
and a consumption of 70,000,000, that would be_at the rate of 14s. capital for 
every 1000 feet. He would now draw their attention to what was the actual 
state of things. They had now a capital of £45,000; and, suppose they 
added £26,000, the sum proposed to be paid for the old company’s works, 
their capital would be increased to £71,000. But what was their consump- 
tion? The new company had a consumption already of over 60,000,000, and 
the old company had a consumption of 40,000,000 or something more, which 
would give a consumption of 100,000,000 altogether; so that that which had 
been said to be 50,000,000 three years ago had doubled itself. The new 
company, therefore, from the moment they would have concluded the bargain 
with the old company, would begin with an annual manufacture of 
100,000,000. Their capital would then be £71,000, which would be at the 
rate of 14s, 2d. per 1000, so that they would be placed in a much more fa- 
vourable position than before, even if they were to pay the £26,006 at once. 
But they would not pay up that £26,000 for ten years. Supposing, even, 
that they increased their capital by £7000 more, in | green my meters, 
| services, and different other articles, their capital would then be £78,000. 
Those figures were all high, it would be perceived, but he wished to 
put the worst side of the picture before the shareholders. (Hear, hear.) 
He took it that in three years they would have a consumption of 
130,000,000, because it was not at all too much to suppose that the con- 
sumption would increase by 30,000,000 during the next three years, when 
it had increased by 50,000,000 during the last three. (Hear, hear.) They 
would then have £78,000 capital, with a consumption of 130,000,000 feet of 
gas, which would be only 12s. per 1000, which was a much more favourable 
state of things than he (Mr. Anderson) had prophesied before the building 
of the works. Toshow that he was putting the worst case before the meeting, 
he would take some passages from the evidence of one of the witnesses of the 
old company in Parliament in the year 1856. He said in 1853 the consump- 
tion was 48,)30,000 feet, and that in 1856, when he was giving his evidence, 
it had increased to 56,400,000—that was an increase of 17 per cent., when the 
price of gas was 63. per 1000, or Gs. 8d. Well, take those figures of 56,400,000 
in 1856, in 1859, the present year, the consumption in Cork amounted to 
100,000,000—that was an increase of 77 per cent.; so that, judging by the 
past, they had every reason to expect even a much larger increase than he 
had stated. (Hear, hear.) Now, he had stated, before the new works had 
been built at all, that it would be safe to offer the old company £45,000. At 
a subsequent meeting, when the new company had commenced their plant, 
he had advised them if they could purchase out the old company for £35,000 
to do so, and get rid of them. Now, they had bought the old works for 
£26,000, so that at each time the sum had decreased as the new company 
progressed ; but if they had allowed the matter to go on any longer, instead 
of having the sum decrease as it had done, it would have increased again. 
They could not expect people to go on for ever taking gas at 4s. 6d., when 
they could get it at 2s. 6d. He was surprised, and indeed he would rot have 
believed it had he not seen it realized, that people should have done it so long. 
But still they would gradually drop it. Various circumstances would arise 
which would afford them excuses for doing so. Had anything happened that 
would have caused a deficiency for one night in the supply of gas, they would 
have lost 100 consumers. They had been most extraordinarily successful 
in that respect; they had never been for a moment without plenty of gas, 
and of good gas, and therefore the consumers having got nothing like a reason 
for going away, were obliged to stick to them. But he could tell them, from 
his experience of other towns, that in such a state of things consumers took 
every opportunity of falling off. They might do so because the gas bill 
happened to amount to a little more one quarter than another, even though 
they had consumed an additional quantity. There were fifty reasons which 
they would take advantage of; something, perhaps, might occur to a meter, 
over which nobody had any control, and a consumer would make that an 
excuse for going to the other company. It could not be expected, and it was 
not in human nature that they should go on paying 4s. 6d. for ever, when 
they could get gas at 2s. 6d. While, therefore, the new company would be 
losing consumers, the old company would be increasing the number, and so 
would they increase the price of their works. Now, he wished to speak a 
word to the capitalists, as apart from the shareholders generally, who were 
the consumers. They had several gentlemen who had embarked largely in 
the new company, and all honour was due to them for the manner in which 
they had supported the undertaking. (Hear, hear.) He wished to show 
them that they would realize good profits. He had taken several companies, 
their capital and rental, and he had made out a table which showed the 
amount of annual rental £100 earned in each company. The Great Central 
Gas Company earned a rental of £25 a year on £100 capital; so that the 
capital was four times the gross rental. The London Vauxhall Company only 
earned £16. 13s.; the Phoenix Gas Company, £24. 3s.; the Western, £19. 3s. ; 
the Chartered, £30. The latter was a company that always paid a small 
| dividend, and had invested a large amount of its profit in capitalizing. 

Mr. Hecarty: Do you mean the gross receipts by those figures? 

Mr. ANDERSON said he meant that £100 of capital earned the rental he 
was speaking of. The Cork Consumers’ Gas Company was earning £23. 7s. 
for every £1C0, but when they had concluded the proposed purchase, they 
would be earning £30 for every £100 of their capital, so that they would 
then be in the position of the most favourable of the companies that he had 
placed before p me He would put the table in another form for the meet- 
ing, so that it might be better understood. By the different companies, £100 
rental was earned by the following amounts of capital :—In the Great Central, 
£100 rental was earned by £400 capital; in the Surrey Consumers’ Company, 
the same; in the Western, by £459 capital; in the Commercial, by £397 ; 
in the London, Vauxhall, by £597; in the Equitable, by £477; in the 
Phenix, by £418; and the City of London, £453. The average of those 
would give £100 earned by every £451 of capital; and at present the Cork 
Gas Consumers’ Company was earning £100 rental with £380 capital, which, 

it would be seen, was very small. (Hear, hear.) When they would take the 
| consumption of the other company with their own, and granting that they 
would increase their capital by another £7000, in addition to the £26,000 to 
be paid for the works, they would then be earning £100 rental with only 
£313 capital, whereas the average of the companies he had mentioned was 
| £451, Fe mentioned these figures to show the shareholders that they might 
be sure of good profits. There was not the slightest doubt as to their paying 
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8 per cent. dividend on the capital. At the present moment, the new com- 
pany had a private consumption of a little over 30,000,000, and the old com- 
pany had a private consumption of 28,000,000. He was surprised when he 
eard they had so large a private consumption, but the condition they were 
bound by was founded on a sore consumption to that extent. He had 
| been much surprised at it. The fact came out on the first day, because he 
(Mr. Anderson) had offered only £22,000 for the old works in the first in- 
stance, and he saw there was no chance of the offer being accepted. He tried 
|| to get the gentlemen connected with the other company to give him as much 
| information as possible. He said: ‘Gentlemen, this is what I estimate your 
} works at, and if I knew more about you, I might be inclined to give more.” 
} 
| 
| 





He then got them to give him certain information. He asked what was 
The gentleman keeping the accounts was desired 





| their annual consumption. 


| by the directors to examine his books, and it seemed that for the year termi- | 


|| nating at the end of the last quarter, it was 27,000,000 and some hundred 
i| thousands, so that it might be taken at the time of the examination at about 
| | 28,000,000—that was, 28,000,000 at the consumers’ meters. He (Mr. 
| Anderson) had put it down at that, and they said it was correct. He then 
|asked if they had taken any contracts at the low price at which they had 
| been selling, as that would diminish the value of the works; and they said 
|they had not taken any. He put that down also, and they said it was 
|correct. By the next day he had embodied those statements as the basis 
},on which the purchase was to be made, so that the old company were 
|| bound to a private consumption of 28,000,000 feet, and if it did not amount 
|| to that the apne money was to be diminished in proportion. It was 
| agreed that the amount to be paid should be increased or diminished as the 
private consumption should exceed or fall short of that amount. There was 
| no likelihood of its being over that, for when they were trying to get him 
| (ar. Anderson) up in the price, people might be certain that they had set 
| down the consumption at the highest figure. (Hear, hear.) The old com- 
| pany had, therefore, been doing nearly as much private consumption as the 
new. The new company had certainly got the cream of the entire consump- 
jtion. They had the large consumers, and they had 1800 meters. But here 
| Was a statement from the old company that they were selling that quantity 
|, of gas—and of course they must be believed, for they had bound themselves 
|| by it. To corroborate that statement the engineer of the old company had 
| told him that they had taken away meters a year and a half ago, and had 
'/ sent them to Dublin, because they did not expect that they would require 
|! them here, but since that time they had been sending meters back again. It 
| was, then, true that they were selling that large quantity of gas, and that con- 
| sumption they would deliver over to the new company. The latter was to 
; pay £2300 next year. It was true that they were to pay them £1600 asa 
ome but that would diminish gradually until it came to nothing. The 





new company would make a profit of £1000 a year by the transaction. They 
could take in the whole of the old company’s consumers, supply them with 
gas, and by what they received by them they would be £1000 better in pocket, 
than if they (the new bey ep were to remain in their present position. 
He (Mr. Anderson) would be prepared to take the whole concern off their 
hands at any moment, and give them £500 a year to boot. (Hear, hear.) 
If the shareholders required any further information he would be happy to 
give it tothem. He had been over the old works the day before, as he 
thought it would be as well to come with facts before the meeting. He had 
got a letter from the board in London, giving him full authority to have any 
information he wanted. He had found those works very good—much better 
than he had expected. The new company had built a large store last year, 
which held 1500 or 1800 tons of coal, and they were pretty well off in that 
respect, but the old company had storage for 6000 tons of coal. He could not 
have believed it. He did not think it prudent to have so large a quantity. 
But it had this advantage, that the company had an opportunity of laying in 
the whole of their coal at one moment, when the freights were cheapest. 
Then he found that they had more than double the retorts that the new 
company had. The new company had 89 retorts, and with that number 
they were quite able for their present consumption, but the old company 
had the means of fitting up 208 retorts. This he would not have ex- 
. but it showed him that when they were charging 7s. per 1000 
eet for gas, they were not getting the enormous profits they should have 

ot, because they could have manufactured all their gas with less retorts. 

hen they had gasholders which were just as good as those of the new 
company. There had not been much improvement made in gasholders 
during the present times. One was nearly new, and it was just as good as 
any gasholder need be required to be. (Hear, hear.) It would save the cost 
of a gasholder which the new company intended to put up this year. (Hear, 
hear.) Indeed, the taking of the old works would save something like £3000, 
which it would have been necessary to expend this year. He had made a 
calculation that if the business was properly worked, and if the shareholders 
were content to take their ape dividend of 6 per cent., and to pay for 
those works with their -— us profit, they could pay the whole money with- 
out coming on their capital for a single penny, because the profits during the 
year would be equal to the entire money for the period. However, they were 
entitled to 8 per cent., and he hoped that their directors would be able to 
declare it at the next meeting. He would say one word more, which he was 
sure would be — by Mr. Maguire. That gentleman had had a good 
battle to fight during the last three years. There was a Gas JouRNAL in 
London devoted exclusively to gas 2. That paper had traduced the 
Cork C y most abominably, It called them everything but gentlemen. 

The CHAIRMAN: Oh! worse. (Hear, hear.) 

Mr. ANDERSON continued: The epithets of Tipperary Bank swindlers and 
every slang gen which the lexicon of abuse contained had been applied to 
them. For his own | he never took any notice of it; but individually he 
had been hooted, and looked at, and spoken to depreciatingly by his brothers 
in London. When he met them at dinners or other places, he was asked by 
them, ‘* How are you getting on in Cork?” particularly after the articles in 
the Gas JounnAL. He answered those inquiries pertinently, but nothing 
more. It wag said that the old company would abolish them; that they were 
never to make gas at all; and, in fact, he could not tell half the prophecies 
that had been made against the undertaking; yet it had been carried out 
successfully, and there was not a word that Mr. Maguire, the other directors, 
or himself had said that had not been realized. (Hear, hear.) The share- 
holders had confidence in them, and by unanimity they had prevailed—not 
alone the shareholders, but the consumers also, for all honour was due to 
them. The shareholders would not be there now if the consumers had not 
stood to them—(hear, hear)—and they should thank them always for the 
strong feeling they had shown. (Hear, hear.) It was gratifying to find that 
everything had prospered so, that the enterprise had arrived at so successful 
an issue, and that an undertaking had been established in the city which 
would expend its money and leave its profits here. (Applause.) 

Mr. James HeGarty wished to get an explanation from some gentleman 
as to a statement which had astonished him very much—namely, that in 
three years the consumption of gas in the city had increased from 50 to 
100,000,000 of feet. He could not see where it all went to. The public lamps 
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were the same; the great shopkeepers of the city consumed nearly the same; 

and though the private lights given to a few shopkeepers had added to the 

consumption, still it appeared to him the most extraordinary thing he had 
ever heard of that the consumption should have doubled. 

Mr. ANDERSON: In the first place the figures in 1856 were given by the 
old company, and they had then 1700 meters. 

The Cuarrman : 1500 

Mr. ANDERSON: It is now a fact that we have got 1700 meters, and that 
our 1700 produce us a consumption of something over 30,000,000 annually. 
They undertake to hand us over a consumption of 28,000,000, and it is but | 
fair to assume that they have a similar number of meters. I have no doubt | 
that they have somewhere about 1300 or 1400 meters now. The solution of| 
the matter is that up to the time we started, gas was not at all so generally 
used as it has been since. People then took gas as they took physic— 
(laughter)—they took no more than they could help. The old gas company 
were in bad odour. They did not do as men in business should—see that 
their customers were well pleased. They did not force the thing, nor work 
it properly. (Hear, hear.) Since that time they have been doing so, and we 
have been doing the same. We have had shareholders going round con- 
tinually and getting consumers. (Hear, hear.) A great many private houses | 
have since been getting gas that never got it before—(hear, hear)—and private | 
consumers are the best of all, because the early closing movement does not} 
appiy to them. (Laughter.) Indeed the early closing movement has not} 
hurt us at all, because those who have got gas in their shops, when they go| 
home do not light candles. There is one thing I would like to state to you. 
I got the quantities of gas manufactured at different periods for the last three | 
years, before you started at all. For the week ending the 3rd of May, 18856, | 
they manufactured 744,000 feet of gas; for the same week in the month of | 
May this year, they manufactured 625,000 feet, which is rather less. But 
then, consider this. At that time they were supplying all tie public lamps, | 
while you are now supplying them, so that they are actually supplying more | 
to private consumers now than they were then. 

Mr. T. Daty: Has not the leakage increased very much since that time ? | 

Mr. ANDERSON: I do not suppose it has increased or diminished much. | 
The leakage is according to the extent of mileage and not the quantity | 
of gas; and Mr. Maguire has told you that when you take the 28,000,000 | 
from them it will be coming through our mains, and we will be supplying it 
at our present leakage. (Hear, hear.) | 

Mr. Ketter: Can you tell us what quantity of gas was supplied by the; 
old company in 1856? | 

Mr. ANDERSON: For the week ending the 3rd of May they supplied || 
744,000 feet. | 

Mr. Kevter: But for that year? 

Mr. Anverson : I cannot tell that. 

The CuarnMaNn: Take the statement in the House of Commons. 

Mr. ANpEerson : 48,130,000 for 1853. 

Mr. Ketter: And what is the whole quantity now between the two 
companies ? 

The CuarrmMan: About 100,000,000. 

Mr. ANDERSON: In the year 1853 the consumption, according to their 
own statement, was 48,000,000, and in 1856 it was 56,000,000, which was an | 
increase of 17 per cent. in three years, with gas at high prices. At present) 
our consumption is 60,000,000 per annum, and theirs is 40,000,000, which 
makes altogether 100,000,000. : 

Mr. Dwyer : In consequence of the price being so extremely low, and of | 
the exertions made by the old company, gas was introduced into tenements | 
of a very low valuation. I understand that among working shoemakers and | 
classes like those it has been introduced, and I was just going to remark that | 
I had my doubts as te the solvency of some of those. However, it will be 
for us to see to that. (Hear, hear.) 

The CuarrMan: I may repeat a fact that I stated before. I confess I was 
greatly staggered when I first heard it from one of the best authorities in 
Cork. I was told, when first this company started, that there was an im- 
mense field for gas enterprise in Cork, for what was the fact? The private 
houses were not lighted to the amount of 5 per cent. Now, there is the 
answer to the question as to how the consumption of gas has increased so 
much. If you ask for our books to ascertain the number of meters we have, 
you will find that we have taken over 1000 consumers from the old company, 
and we have created about 700 new ones. (Hear, hear.) 

The Secretary stated that two gentlemen of very large experience in the 
manufacture of gas—one of them from the firm of Cochrane, of Dudley— 
having passed through Cork two years ago, and seeing the small number of 
private houses that were lighted with gas here, expressed their opinion that 
the consumption would be doubled in two or three years. At the starting of 
the Consumers’ Company, it should be recollected also, that there were several 
large public establishments which were not lighted with gas. 

Mr. Dwyer said he knew a great many private houses where they had 
only lighted one room in the first instance, but where they now lighted two. 

Mr. T. Daty said he wished for information on another point. Mr. An- 
derson appeared to take for granted that the private consumers of the old 
company, who consumed the 28,000,000 feet, would continue. Now it wasa 
question whether, when they found the price raised from 2s. 6d. to 4s. 6d., 
they would not tell the new company to take away their meters. 

“The CHArrMAN: The answer to that is—Will any one who has enjoyed 
the advantage of gas give it up for candles? Besides, in every case gas- 
fittings are a necessary preparation for taking it in, and people having invested 
their capital in these fittings, will not for the difference in price, when they 
get the best article that can be made, give it up. (Hear, hear.) 

Mr. Goutp: Even at 4s. 6d. it is admitted by every one consuming gas to 
be the cheapest light they can have. (Hear, hear.) 

Mr. Daty: The question is—Will those consumers continue? For my own 
ee I am so impressed with the cheapness of gas, that I have done what has 

n done by no one else in Cork. I havea number of cottages, which are 
let at 1s. a week each, and I have got a number of them lighted with gas; 
and, as soon as the company afford the opportunity, I intend to get them all 
lighted with it. (Hear, hear.) 

The CuarrnMan: Well, I declare I think Mr. Daly has answered himself. 
(“‘ Hear, hear,’’ and laughter.) Is there any other shareholder who wishes 
to make an observation ? 

No reply having been made, 

The CHarRMaN then proposed the adoption of the resolution for ratifying 
the agreement between the United General Gas Company and the Cork Gas 
Consumers’ Company, bearing date the 18th of Apri!, 1859, and empowering 
the directors to take all necessary steps for carrying the same into effect. 

Mr. J. Daty: I second that. 

The Cuarnman: Mr. Daly is the largest shareholder we have. 

The resolution was unanimously carried. 

The Szecrerary said a second extraordinary meeting was now to be held 
for confirming the following special resolution adopted at an extraordinary 
general meeting of the shareholders held on the 7th of March last :— 



































May 24, 1859.} 


That the Regulation Nos. 22 and 23 of Table B, as to ‘general meetings, shall not 
apply; and that article No. 2 of the Articles of Association be rescinded; and the 








months of March and September in each year, and at such places in the borough of 
Cork, as may be determined by the directors. 

The CuarrMan having declared the second extraordinary meeting, the 
resolution was put and carried unanimously. 

A vote of thanks having been proposed to the chairman and carried by 
}| acclamation, the meeting separated. 





CITY OF LONDON COURT OF SEWERS, GUILDHALL. 
Tvespay, May 10. 
| (Mr. Deputy Cunistie in the chair.) 

This was the day appointed for receiving tenders for lighting the public 
lamps of the City for a period of three years from Midsummer next. The 
tenders of the Chartered Company at £4. 8s. per lamp, and the Great Central 
Company at £4. 10:., for the districts at present supplied by them re- 
spoetbrdly were accepted in both cases, being an advance of 6s. per lamp. 

THE SEWER AT THE CITY GAS-WORKs. 

The general purposes committee, to whom was referred the memorial of 
the City Gas Company, in respect of the drain passing underneath their 
premises, made a report thereon, which stated that, having considered the 
matter, they had referred it to Mr. Haywood, the engineer to the commission, 
from whom they had received the annexed report, the recommendations of 
which they submitted to the court for adoption. 


Sewers Office, Guildhall, May 6, 1859. 

Gentlemen,—I beg to report that I have considered the memorial of the City of 
London Gas Company for the removal of the ancient sewer which now runs beneath 
|| their premises, situated on the south side of Tudor Street, Blackfriars, and for the 
| | reconstruction of their drainage into the sewer in Tudor Street. 
| The sewer in question formerly drained a considerable area; it now drains the 
premises of the company, and that of seven or eight houses on the western side of 
Water Street only, and also takes the surface water from one street gully in Dorset 
Street, close to the entrance gates of the company’s premises. 

With regard to the houses in Water Street, there will be no difficulty in recon- 
structing their drainage, and connecting it with the Water Street sewer; and I see 
no objection to this work being done, if the owners consent thereto, and the City 

Gas Company are willing to defray the expense. 
| There will also be no difficulty in connecting the gully alluded to with the Sewer 
in Tudor Street, and I see no objection to that alteration being made likewise. 

The carrying out of these alterations would disconnect all other drainage from the 
gas company’s premises ; and as the sewer would therefore no longer be of public 
utility, it might be thenceforth given up to the gas company to destroy or reconstruct 
for their own purposes, or do with it as they thought proper. 

With regard to the reconstruction of the drainage of the gas company’s premises 
so as to discharge the same into one of the surrounding public sewers, I do not see 
that any benefit could accrue to the company by such a course, nor could any benefit 
result to the public, but possibly some harm. 

I must here allude to the accusation recently made against the company of dis- 
charging ammoniacal liquors through this ancient sewer into the Thames, and, 
without offering any opinion as to whether the offensive products were designedly 
or accidently run off from the company’s premises, observe that to guard more 
effectually against the possibility of such an occurrence for the future, to ensure its 
detection should it occur, and prevent the spread of the nuisance should great dis- 
charge take place, it may be better that the gas company should drain their 
premises directly into the Thames as at present, than into the public sewers. 

If the premises drain into the Thames by drains constructed under the super- 
intendence of the officers of the commission, and the company keep good faith, then 
no harm can accrue any way; but should waste liquors be run off, then there will 
be but little difficulty in fixing the offence upon the company, inasmuch as it can by 
no possibility have originated from any other source than the gas-works. 

But if the drains are connected with the public sewer, and the offence is com- 
mitted, the waste waters would mingle with the ordinary sewerage, and might 
render their detection less easy ; and, moreover, if copious or powerful, would carry 
their offensive emanations for distances through the streets to the outlet, spreading 
instead of confining the nuisance, and ultimately discharging (as they must) into the 
Thames, no public benefit could at present possibly accrue. 

I beg, therefore, to recommend— 

That, if the gas company desire it, and are willing to pay the expenses, that the 
gully by their gates be disconnected from the ancient sewer. 

That the drainage of the seven houses in Water Street be permitted to drain into 
the Water Street sewer, if the owners and the gas company agree thereto. 

That the gas company be then permitted to destroy the ancient sewer throughout 
the length of their premises, and reconstruct the drainage to your satisfaction, dis- 
charging it by a separate and distinct outlet into the river. 

(Signed) 





' 





} 


| 


| 
| 
| 





Wa. Haywoop, Engineer. 


CASTINGS, rer Ton. 
Average Weight of Cast-Iron Gas-Pipes, per Yard. 
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2in. | 2in. 4in. | Sin. | Gin. | Zin. | Sin. | Yin. | 10in.}| 12in. 
a a Pe § ween cee a eae, teed Peano 
16 21 28 33 | 51 | 70 | 89 | 107 {| 126 | 149 | 177 [208Ibs. 
| | | | Xorkshire, 
- P ‘ . ont. is New- a erbyshire, 
Retail wm 10 per cent | London. | Glasgow. castle, | Wales. am 
} | | | | Staffordsh. 
Sepa reei e 
= |S 5. a.|£ 8. d./£ 8. d.|$ s. d.| $ 8. a. 
. 4 eee coe] 3 10 0 | 210 0'215 0/3 0 0| 8 5 O 
—— Socket-Pipes....|7 0 0!6 0 0/6 5 0/610 0/ 615 0 
2jand3 ,, ” vee, 610 0/510 0/515 0/6 0 0) 6 5 O 
4 and5 ,, * 16 0 0/5 00/5 5 0/520 0| 515 0 
6 in. and upwards _,, (515 01415 0/5 00/5 5 0/510 0 
Retorts, Ist fusion, hot blast.....510 0)410 0/415 0}5 00/5 5 0 
» Ind , cold, ....,:610 0/5 50/510 0/6 00! 6 5 0 
Tank Plates, § thick andabove..!6 0 0'5 0 0!5 5 01510 0! 510 0 





WROUGHT-IRON TUBING, 
Subject to 40 per cent. Discount. 
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| | gin.|1pin.j Lin. | gin. | 4 in. 
j | | 
1s. d.js. a] s. d.| s. d.| s. d.) s. d. 
Patent Welded Tubes, from 2to12ft., perft.. 1 8| 1 0/010, 0 7/0 5 0 4} 
ii »  _6in.to18in.,each| 3 0) 2 0} 1 9) 1 3,10,09 
Connecting-Pieces, or Long Screws....... $3 6) 2 31} 2 0/1 6)1 2: 0n 
Bends, Springs, and Elbows—wroughtiron| 3 9| 2 3| 1 9; 1 0 010 0 8 
Tees, wrought or cast ...........+- coves] 4 0] 2 6] 2 0] 1 6] 1 1'010 
Crosses, Wroiiz.:+ OF Ca8t.........++e+000+| 4 6] 3 0} 2 6| 2 0} 1 61 2 
Tron Cocks...........+06. scsccevecseeees/l7 6) 9 6) 7 6) 4 6) 3 3,2 6 
o>, With brass plug ......... cooses {28 0/16 0/13 o| 70|5 646 
Diminishing Sockets, Caps, Plugs, and} 1 3| 0 9| 0 8' 0 6| 0 5.0 4 
Plain Sockets...... isnasecsnsae 1 0} 0 8! 0 7} 0 5} 0 4,0 8 
SE IIE Sic dncastencudnsctebasas 15 0:14 0118 6:13 0)12 0) — 











general meeting of the shareholders shall be held half-yearly, on such days in the | 
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; section of this great work was let at the sitting of the Metropolitan Board 





Price Current. 
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Turspay, May 17. 
QUARTERLY REPORT ON THE QUALITY OF THE GREAT CENTRAL 
COMPANY'S GAS. 

Dr. Letheby presented the following report on this subject :— 

Gentlemen,—I have the honour to submit my report of the illuminating power 
and chemical quality of the gas supplied to the City of London by the Great Central 
Gas Consumers’ Company. 

In the course of the last quarter the gas has been tested 244 times. The experi- 
ments have been made in accordance with the Act of Parliament instructions, and 
the results are, that the illuminating power of the gas has been equal to that of 
11°95 sperm candles, or 13°66 wax—each burning at the rate of 120 grains per hour. 
This is nearly 14 per cent. above the requirements of the Act of Parliament. 

The chemical quality of the gas has also been good, for there has been a complete 
absence of sulphuretted hydrogen, and only a trace of ammonia. 

(Signed) Ii. Leruepy, M.B. 





Gas-TEsTING IN THE METROPOLIS.—At the last meeting of the Maryle- 
bone Vestry, Dr. Bachhoffner said he wished, as there were some doubts 
about the legality of the payment of the £100 granted by that board to the 
committee of metropolitan delegates to fight the battle against the gas mo- 
nopoly, to make a few observations for the information of the newly elected 
members, with which in all possibility they were not acquainted. The gas 
rental paid by that board to one company for the public lights of Marylebone 
amounted to a sum of about £12,000 per annum, and they had no check 
whatever, either as to the quantity or the quality of the gas, whether it was 
supplied in accordance with the contract or not. In fact, they were obliged 
to put up with just what the company chose to give them. Therefore, if 
that board could not legally appropriate the £100 to the purposes of the 
Metropolis Gas Committee, they could at least appropriate it to the benefit of 
the ratepayers. (Hear.) Dr. Bachhoffner then gave notice of the followin 
resolution :—** That the gas committee appointed by this board be authorize 
to purchase for the use of the parish the necessary apparatus for testing the 
illuminating power, quality, and pressure of the gas supplied to the public 
lamps of this parish, at a sum not exceeding £100.’ It was resolved, as the 
subject was urgent, that the resolution should be taken for discussion the first 
speciul business at the next meeting. The parishes of Bermondsey, Rother- 
hithe, and St. Olaves have also united to put in force the provisions of the 
Surrey Consumers’ Gas Act, which give the local authorities power to erect 
testing apparatus, and to appoint persons to test the quality and the illumi- 
nating power of the gas supplied by that company, and instructions have 
been given for the erection of the requisite apparatus at Star Corner, Ber- 
mondsey, near which point the mains of the Phoenix and South Metropolitan 
Companies are also laid, and the latter companies have offered to lay down 
mains to enable the authorities similarly to test their gases. 

Tue Main DrainaGE orf THE METRoPOLIs.—The contract for the second 


held on the 20th inst. It embraces the southern high-level sewer, the en- 
gineer’s estimate for which was £212,457. This work consists of a main 
line and a branch. The main line will be 5 miles 80 feet, commencing at 
Deptford Creek, and terminating near the Plough Tavern at Clapham. The 
branch line also commences with the existing Effra sewer at Deptford, and 
will run for a considerable distance parallel with the proposed main line of 
sewer, terminating with the rising of the Effra at Dulwich, and extending 
for a distance of 4 miles 520 feet. The tenders were as follows :— 


en 6 + os es 6 8 eS SS. N ° - £211,000 
Zeeemi Re wc wt ett rh hl tlc sl 6 
ie « catty Gas. alot ogists che 193,169 
OS eee ee ee 
Myers «wee csv ececes co « « SMD 
Walker, Neave,andCo. . .... =. . =. 227,540 
ee en a ee ee ee 
P<. + «8 * es ©. & 8 230,000 
ae. a 46s 6 6S 8 6 aw 2 ee 
J.J ay aw a ee Soe ee oo oe) Bee 
KO ee 
Smith and Knight . ....... . . 268,661 
Norris, Elling, andCo.. . . ... =. =. =. 218,873 
The board then resolved themselves into a committee. On the readmission 


of the public, the chairman announced to Mr. John Phillips that his tender 
was accepted, subject to the usual inquiries as to the sufficiency of his sure- 
ties for the due performance of the work. Mr. Moxon, the contractor for 
the high-level northern sewer, is proceeding rapidly with the works. 





COALS, rer Ton. 


Newcastie.—Unscreened. 





“Scotch Cannel. 






















Whitwell Primrose ....... esse. 68. 8d. | Boghead, at Leith.......... ee» 408.00, 
Medomsley, Eighton Moor, and Kirkness, best..... Leteteseees ++ 23 0 
_ See earuai dies 6 6 Capeldrae, Ist quality...... ecoe we 8 
I ies hbskddwnccavnneninnn 69 vs ae a ienseunede 2 : 
New Pelton, Peareth, South Lesmahago, at > a 6 
Pelaw, Washington Hutton, Arniston sod ae 0 
and South Peareth........... 7 0 | Wemys 0 
a j FER. vr000 oe 
Pelt 2... ccccsccccscces cccccse 7 9 eens See: 0 
Ramsay’s Newcastle Cannel,... 16 0 | Pirnie...........- eccccccece «15 0 
SUNDRIES. 
Best Newcastle Fire-bricks ............ eecevecsces per 1000 50s, 0d, 
Cliff's Fire-bricks, at Wortley ........ swneecasosed per 1000 57 6 
Ingham’s Fire-bricks, at Wortley,.......... omatuel = 55 0 
Wire-clay Reterts 2.00. .cccccccccces per foot run, 5s.6d.to 7 0 
Tough Cake Copper ...per ton £107 10s. | Foreign Spelter........ per ton £19 15 
English Pig Lead....... Po 23 0 | English Block Tin .. » 129 0 
WelchBarIron,inLondon ,, 7 O | Banea,.....cccccccscves » 132 0 
SIRE BED BOR oon ceed oncsonesccetencesesese4 per cwt. 26s. 0d. 
FREIGHTS. 

Coastwise—Newcastle.—Per Ton. Foreign.—Per Keel. 
Chatham & Rochester 6s.6d. | Boulogne and Calais ........ ven 0 
OEE ccccccese _ Barcelona ...... 62 csceeveees --. 2 0 
DOve?.. .00c00.0 3 Bordeaux ,..... abexee esdeeeces 0 
arr — Cadiz . 0 
Exeter Quay 0 Copenhagen . 0 
Folkestone .. 6 | Dieppe 0 
Hastings. ..... _ | Genoa 28 0 
TAREE (POE) 0c <cccccccsvecece 7 9 Hamburg ......... oapecesose. a 
Lowestoft & Yarmouth .,....... 5 0 2 0 
ee eectcrscessoosiwes S'S 238 0 
Portsmouth ......ccsececeeeeee 8 6 22 0 
BRITE. cccosccoctecccecvesse BO 'O 90 
Whitstable .. -7 0 -40 
Weymouth .. -9 0 _- 
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TO GAS-FITTERS, 


WANTED, two or three good Work- 
MEN who are accustomed to use both Iron 
and Composition Pipe. They must be well recom- 
mended, 

Apply to GEorcE Bower, Gas Engineer, St. Neots, 
Hunts. 


HREE Dry-Lime Purifiers, 5 feet 
long, 2 feet 6 inches wide, and 2 feet 6 inches 
deep, complete without Valves, for SALE at the Gas- 
Works, Mitcham, Surrey (between Croydon and 
Wimb!edon). 
Apply to the MANAGER on the Works. 








{TO GAS COMPANIES AND CONTRACTORS, 


OR SALE, several lengths of Hy- 
DRAULIC MAIN, 14 inches diameter and 6 feet 
9 inches long, with 7 holes for Dip-Pipes. 

Also, 4-inch ASCENSION-PIPES, 3-inch ARCH and 
DIP PIPES, and DP MOUTHPIECES, all in excellent 
condition, and will be sold at a very low price. 

To be seen on application to the STOREKEErER, at 
= Equitable Gas Company’s Works, Lupus Street, 

IMLICO, 


WANTED, by the Southport Improve- 

MENT COMMISSIONERS, a MANAGER to 
take charge of their Gas-Works. He must be fully 
conversant with the most approved modes of Manu- 
facturing Gas, and the use of Clay Retorts. Quantity 
of Gas made about 12,000,000 per annum. Salary £100 
per annum, with House, Coals, and Gas free. The 
duties of the office may be known on making applica- 
tions. 

Applications, with Testimonials, to be addressed to 
the Chairman of the Gas Committee, Town Hall, 
Souruponrt, and sent in on or before the 26th inst. 

By order, 
‘T. B. HODGKINSON, 
Clerk to the Committee, 
Town Hall, Southport, May 7, 1859. 





| 60, BUCCLEUCH 
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eit 
AY’S Patent Equitable Gas-Meter 
is the most effective preventive of fraud by 
“tilting,” and is as simple in construction as the 
common meter. 
Manufactured only by 


W. COWAN, 
STREET, 
EDINBURGH; 
AND 
COMMERCIAL CHAMBERS, 
RIDINGS COURT. ST. MARY’S GATE, 
MANCHESTER. 


pf C LIFF’S Fire Bricks, Clay 
a RETORIS, &c. 
MBE.NEWTON. 
AGENT 
WHARF N%-GO0D6 STATION | 
Ro £3 is 
cne\ 




















Orders for London and South of England to be ad- 
dressed to Mr. Newton, Agent for the District, 16, 
Castle Terrace, New Hampstead Road, KentiIsH 
Town, N.W. 

N.B.—A few Retorts of each size, and alarge stock 
¢ — and Lumps, always on hand at the above 
Wharf, 


PADDON and FORD respectfully 
invite the attention of Gas Companies and Ma- 

nagers to their PATENT STREET LAMP REGU- 

LATOR, which ensures any required consumption. 

By its use a great saving is effected, and the item of 

U ted-for Gas” considerably decreased. 





“ 





FIRE BRICKS. 
HE MACHEN COLLIERY 


COMPANY, NEWPORT (MON.). 
Shippers of Fire-Goods of First-class quality manu- 
factured from a remarkably pure seam of Fire-Clay. 
Railway Communication by Broad or Narrow Gauge 
with all parts of the Kingdom, and by Seaboard, 
Coastwise, and Foreign. 





OHN ROGERSON and CO, 
NEWCASTLE-ON-TYNE & MIDDLESBRO’- 
ON-TEES. 
Wrought and Cast Iron Pipes, Cast-Iron Retorts, and 
all kinds of Foundry Work necessary for Gas-Works. 
Fire-Bricks and Clay Retorts. Gas Coals of every 
description. Pig, Bar, and Plate Iron. 





fluids passing through them. 


JAMES OAKES and CO., 


ALFRETON IRON WORKS, DERBYSHIRE, 


AND 
WENLOCK IRON WHARF, 20, WHARF ROAD, 
CITY ROAD, LONDON, 
Beg to inform Gas and Water Companies and the public, 


of various patterns, &c, 

N.B.—Orders for Cast-iron Tanks, Girders, Columns, 
Cylinders, and all irregular castings, will have immedi- 
ate attention. 

CHARLES HORSLEY, Agent. 

C. H. is prepared to carry out the warming and ven- 
tilation of public buildings, &c.; also civil engineering 
in general, f 





that they keep in stock in London all the CASTINGS | 
in general use in Gas and Water Works, including | 
best cold-blast Iron Retorts, Socket and Flange Pipes | 
of all sizes, Pends, Branches, Syphons, Lamp Columns | 


' 








ADDON and FORD, Patent 
GAS-METER AND APPARATUS WORKS, 
GRAY’S-INN-ROAD, LONDON, 
Manufacturers of Werand Diy GAs METERS,STATION 
METERS, GOVERNORS, EXPERIMENTAL APPARATUS, 
LANTERNS, &c. &c. 
Contractors for the erection or alteration of Gas- 
Works; and every description of Apparatus required 
in Gas-Works supplied. 


DDISON POTTER, 
WILLINGTON QUAY, 
NEAR NEWCASTLE-UPON-TYNE, 








JOHN 


These RETORTS are generally used in the Gas-works of P: 

Miller, and Co., Preston, &c. &c., and are unequalled in Svhenatieael _—— 
To meet the increasing demand, the Works at Little Harwood have be 

on their being promptly supplied with an article not to be surpassed in finish or durability. 


Manufacturer of Clay Retorts, Fire Bricks, and every 
description of Fire Clay Goods. 


WILLIAM PARKINSON AND CoQ, | 


(SUCCESSORS TO THE LATE SAMUEL CROSLEY,) 


COTTAGE LANE, CITY ROAD, LONDON, 
| 


Beg to announce that, in addition to the Manufacture of 


GAS-MET ER §, 


they continue the Manufacture of 


| 
METERS FOR MEASURING WATER, SPIRITS, &c., 
commenced, under Patent in 1849, by the late Mr. William Parkinson. | 


These Meters are as simple and durable as'the Gas-Meter, and as correct as that instrument in the registration of the/|| 


44, 





FIRE-CLAY RETORTS. 





PRICES MODERATE. 





‘TO GASHOLDER AND TANK BUILDERS. _ 





F. & C. OSLER, 

OXFORD STREET, LONDON; 
Manufactory—Broad Street, Birmingham—Established 1807, 
MANUFACTURERS OF GLASS CHANDELIERS, GLASS 
LUSTRES, TABLE GLASS, &c. &c. 

ELEGANT CRYSTAL GLASS CHANDELIERS, for GAS, from £4 upwards 


(Made from ‘‘ ReGIsTzRED’’ DEsIGNs), with GLass BRANCHES, &c.; suitable 
for DRAWING-ROOMS and BALL-ROoMs. 
private dwellings has induced Messrs. OsLER to direct their particular atten- 
~», tion to the manufacture of this clas: of articles—which, with a view to their 
general adoption, are offered at very moderate prices. Purchasers can select from 
a great variety of patterns, to which additions are being constantly made. 

THBATRES, CONCERT, ASSEMBLY, AND BALL Rooms LIGHTED BY ESTIMATE 
ON THE Lowest TERMS. 


SWARBRICK, 


MANUFACTURER OF PATENT COMPOSITION CLAY RETORTS, 
FIRE BRICKS OF EVERY DESCRIPTION, SHAPE, AND SIZE, &c. &c. 
HIGHER EANAM, BLACKBURN, LANCASHIRE. 
gton, Bury, Heywood, Middleton, Rochdale, Ratcliffe; the Mills of Messrs. Horrocks, 


neral satisfaction to those who have given these Retorts a trial. 
en greatly enlarged; and Gas Engineers who may favour with an Order may rely with confidence 


[May 24, 1859. 


HE Directors of the Hampton Court 
UNITED GAS COMPANY hereby invite 
TENDERS for a GASHOLDER 50 feet by 20 feet, 
Single Lift, and a BRICK TANK for the same. 
Plans and Specifications may be seen at the Gas- 
Works, Hampton Wick, on and after the 2nd of June. 
Tenders sealed, and endorsed “ Tender for Gas- 
holder or Tank,” addressed to Mr. W. H. LAWRENCE, 
Secretary Gas Company, Hampton, to be delivered on 
or before the 15th of June. 
The Directors do not bind themselves to accept the 
lowest or any Tender. 
R. P. Spice, Engineer. 
Richmond, May 23, 1859. 


T° be Sold, a Station-Meter, in round 
Cast-Iron Case, capable of passiug 50,000 cubic 
feet of Gas in 24 hours, now at work at the Gas-Works, | 
SHIPLEY. Price £25. 
Further particulars may be had by applying to Wm. 
WriGut, Secretary, Gas Office, SHIPLEY. 

















TO THE GAS COMPANIES | 
OF GREAT BRITAIN AND THE CONTINENT. 


ANNEL AND COAL FOR GAS, 


PURPOSES.—Fifteen years’ connexion with one 
of the largest Gas Concerns in England, enables us 
from practical experience to certify that the CANNEL | | 
and COAL we offer are those best suited for Gas pur- || 
poses. it 

On application, we shall have much pleasure in for- | | 
warding our ‘Tabulated Statements of Analyses, with | 
Prices and Terms; also References as to respecta-! 





bility. 
All Contract Orders have our careful and best || 
attention. | | 
EMANUEL TURNER and Co., Exporters of Cannel || 
and Coal, 34, Castle Street, LIVERPOOL. | | 


HE COUNTY and GENERAL GAS 
CONSUMERS’ COMPANY (LIMITED). 
Capital, £50,000 (with power to increase), 

In 10,000 Shares of £5 each; Deposit, £1 per Share. 
CuatrMan—E. H. J. CRauFuRD, Esq., M.P. 
Deputy CHAIRMAN—ERASMUS WILSON, Esq., F.R.S 

Established for the purpose of lighting provincial | 
districts of 2000 inhabitants and upwards. | 

The Company is in possession of several works, pro- | 
ducing a valuable and increasing rental, and the 
Directors are prepared to purchase or erect works in 
localities where the consumers are willing to contribute 
a proportion of the necessary capital by subscribing for | | 
shares in the undertaking. || 

A Dividend at the rate of 5 per cent. per annum was | | 
declared at the last general meeting. 1} 

Prospectuses and all other information may be ob- || 
tained at at the Offices, 76, King William Street, | 
Lonpon, E.C. 








| 
| 
| 
1} 

:| 
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R. S. PARKER, Secretary. 


| 
1} 
1} 
| 
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The more extensive use of Gas in 
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KiNson FIRE BRICKS are inde- 


structible by heat, and are warranted to last 
twice as long as Stourbridge, Newcastle, or Welsh 
bricks. 80s. per 1000 at Nine Elms Station. 
Works: Poo.e, Dorser. 


Pa 
BiekrtoN MOOR GAS COALS.— 
Parties wishing to be supplied with these first- 
class Gas Coals will please to apply to Mr. MATTHEW 
NgsBIT, EIGHTON Moor OFFice, NBWCASTLE-U PON- 
TyN&. Theze coals are well known as — > 
richest in gas, and working the roundest on the River 
yne. They are extensively used by metropolitan gas 
works. 




















M. RICHARDSON and CO, 
SPRING GARDEN IRON-WORKS, 
DUDLEY, near BIRMINGHAM, 
| Manufacturers of Gas Apparatus in all its branches. 
A large assortment of New and Second-hand Gas Ap- 
i| paratus constantly for Sale. 
Gas Apparatus Enlarged and Exchanged. 


“Wt and GREGSON, Gas-Meter 








MANUFACTURERS, &c. 
UNION STREET, OLDHAM. 

Station and Experimental Meters, Gas Pressure 
|| Registers, Gauges, Experimental Gasholders, Go- 
| vernors, Slide Valves, &c. &c. , 

W. and G. would respectfully call the attention of 


| 





| 


Gas Ergineers and Managers to their Station-meters, | 


having made and erected the largest in use at the 

present time, two of which may be seen at the Stock~- 

port and Liverpool Gas Works, on application to the 
| | respective Engineers. 


ILLIAM CLIBRAN’S Patent 
| MERCURIAL GAS-GOVERNOR FOR 
| STREET LAMPS 





W. C. begs respectfully to call the attention of Gas 
|| Companies to his PATENT GAS-GOVERNOR for 
‘| STREET LAMPS, upwards of 3000 of which are now in 
use on Public Lamps. By their use any given quantity 
of Gas per hour may be consumed with the tap full 





open whatever the increase of pressure may be, thus | 
; | preventing a great waste of Gas in many of the Lamps, | 
and securing to the public an uniform light. Prices, | 


3s. 4d., 3s. 6d., and 3s. 8d. each. 
Governors kept in stock from three-eighths of an inch 
to four inches bore. 


Samples and Testimonials forwarded on application | 


to WILLIAM CLIBRAN, 43, Todd Street, MANCHESTER. | 





| ILLIAM STEPHENSON & SONS, | 


| THROCKLEY, 

| NEWCASTLE-ON-TYNE, 
MANUFACTURERS or EVERY DESCRIPTION or 

FIRE BRICKS, CLAY RETORTS, LUMPS, TILES, 
Se. &e. 

|| Lonpon OFFicrs: 

1 76, KING WILLIAM STREET, CITY. 

||_ A large stock of Fire-Clay Goods always on hand in 

| | London, at the lowest wharf prices, at Messrs. 

| Curistig & Co.’s Wharf,64, Bankside, SouTHWARK. 


(NHARLES BOTTEN and SON, 
ENGINEERS & METER-MAKERS, 

| CRAWFORD PASSAGE, RAY STREET, 
CLERKENWELL, LONDON (E. C.). 

| Manufacturers of Station and Patent Protector Con- 

| sumers’ Meters, Patent Slide-Valves, Gas-Fittings, 

| Pipes, &c. 

| Also, High-pressure Cocks, Hydrants, Closets, and 

| all Water-Fittings. 





{| . 

| ALFRED PENNY, Engineer, 

\j WENLOCK IRON WORKS, 

|| WHARF ROAD, CITY ROAD, LONDON. 

|| Mr. Penny begs to inform Gas and Water Compa- 
nies that he undertakes the erection of new, or the 

| alteration of existing, works; and that he may be con- 





| blast Retorts, Socket-Pipes, and Connections, Iron 
| Borings, &c. &c., and all he necessary Castings used 
| in Gas and Water-Works. 

*,* Country orders executed with care and despatch, 


| 
1 EDWIN DIXON, 





WOLVERHAMPTON PATENT WROUGHT-IRON TUBE WORKS, 
Originally established in 1833, 
Manufacturer of Gas and other Tubes, Fittings, and 
| articles of every description belonging to Gas, Water, 

or Steam. 
|| E.D. had the honour of receiving the 
PRIZE MEDAL 

awarded to this Manufacture by the COUNCIL of the 
| GREAT ENGLISH EXHIBITION of 1851; and from 
| the latter date has supplied many towns exclusively 
|with GALVANIZED and other Tubes for Gas and 
Water, under GOVERNMENT ENGINEERS. 

A City, containing 150,000 inhabitants, 
has recently been entirely supplied with Tubes made 
at the above-named Works, and several others with 
populations wearly as great; in fact, the reputation 
now acquired induces this notice to the public. 

Large Stocks generally on hand, averaging from 
one to three hundred thousand feet. 
HYDRAULIC PRESS TUBES, 
to resist 6000 Ibs. and upwards to the square inch, ex- 
tensively manufactured. 


STOCK DIES and SCREWING TACKLE, 

of the best possible description. 
Every Tube carefully tested with Hydraulic Pressure 
before leaving the Works. 











RYAN DONKIN and CO. keep 
always on stock their IMPROVED GAS 
VALVES, from 2 inches to 18 inches, price lls. 6d. to 
13s. 6d. per inch diameter. 
List of prices, wita full dimensions of all sizes up to 
27 inches. to be had on application. 
These Valves are all proved to 30lbs. on the square 
inch before leaving the works. 
Bryan DonkKIN and Co., 
Engineers, 
Near Grange Road, BERMONDSEY. 





(Ast. Ikon Retorts, Socket Pines 


with Syphons and all requisite Connexions, Lamp 
Columns, Wrought Iron Tubing, Valves, Street ..amps, 
Sight Holes, Furnace Doors, Ash Pans, Charging ana 
Coke Shovels, Iron Pails and Coke Sarrows, Cross 
Bars, Fire Pots, Pumps, Iron Borings. 

PURIFIERS, CONDENSERS, and SCRUBBERS 
erected complete, or the materialssupplied; with every 
description of goods in use by Gas-Works, in stock, on 
wholesale prices, at 

LYNCH WHITE’S, 
Old Barge Iron Wharf, Upper Ground Street, 
LONDON. 





W. GRAZEBROOK. 75, Old 
7 Broap STREET, LONDON, 
Having applications for New and Second-hand Gas 
Apparatus, would be obliged by those Companies 
having Apparatus to dispose of, to send particulars. 
And Companies requiring Apparatus are solicited to 
apply. 

PIPES, RETORTS, TANKS, GASHOLDERS, &c. 
on Shortest Notice. 
STOURBRIDGE and NEWCASTLE FIRE GOODS. 
ConTRACTS TAKEN. 


LESMAHAGO GAS COAL, 


AMES FERGUSON and C0., Lessees 
of the Auchinheath and Craignethan Gas Coal- 
fields (the most extensive and valuable in the parish of 


Lesmahago), respectfully intimate to the Managers of 
| Gas-Works and Consumers of Gas Coal, that he is pre- 
| pared toship the best quality of the above well-known 


COALS at Glasgow or Leith; and also to deliver them 
at the railway stations upon, or connected with, the 
Caledonian Railway, to any extent which may be 
required, 

Price, free on board, or delivered at the railway sta- 
tions, may be learned by addressing James Ferguson 


| and Ce., Gas-Coal Works, Lesmahago. 


| 
| 
| 


Shipping Agent for Glasgow: 
MR. ALEXANDER STRATTON, 
159, West GEORGE STREET. 


ROUGHT-IRON Guides for Gas- 


holders.—Designs and Working Drawings for 
Trussed Wrought-Iron Guides and Frames can be ob- 





| tained of Cuar.Les Dixon, C, E., Chichester, Sussex. 


| sulted generally on all matters connected with gas and | 
| water supply. He is also prepared to supply best Cold- | 





EORGE ANDERSON, Gas and 
CONSULTING ENGINEER, 

104, LEADENHALL STREET, LONDON (E.C.). 
DIRECT-ACTING GAS-EXHAUSTERS, 
supplied either with or without Steam-Engines and 
Boilers. 

FOUR-WAY DIAPHRAGM VALVES, 
one of which answers the purpose of THREE ordi- 
nary Valves, as applied to Purifiers, or in shutting off 
and passing Station-Meters, Governors, or other ap- 
paratus, while the Connecting-Pipes are also much 


simplified. 
RETORT SETTINGS, 
designed to be heated by Tar alone, and with a total 
absence of Smoke. 
Illustrated circulars, giving references and every in- 
formation, may be obtained on application as above, 








| WALTER MABON, Engineer, 





ARDWICK IRON WoRKS, FAIRFIELD STREET 
MANCHESTER, 
Manufacturer of 

IRON TANKS for Gasholders, Railway Stations, &c. 

GASTOLDERS.—Extensive premises at Gorton, 
solely for the manufacture of Gasholders, and other 
heavy Wrought-Iron Structures. 

GAS APPARATUS.—W. M. has an extensive assort- 
ment of patterns for Purifiers from 4 feet to 15 feet 
square, also round ones from 4 feet to 10 feet diameter; 
Scrubbers, Condensers, Washers, Columns, Girders, 
and Tripod Patterns, suitable for Gasholders, from 
10 feet to 150 feet diameter, either Single-lift or Tele- 
scope. Contractor for Gas Works of any Magnitude, 
Designs, Specifications, and Estimates furnished. 

WROUGHT and CAST IRON ROOFS for Railway 
Stations, Gas Works, Warehouses, and Sheds, pre- 
pared for Slates or for Corrugated Iron. 

IRON HOUSES, either for Dwellings, Manufac- 
tories, or Public Buildings. 

PIPESand VALVES, for Gas and Water, from2inches 
to 48 inches bore. 
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HITEHOUSE and CO., Boiler and 
GASHOLDER MAKERS, 
GLOBE PATENT TUBE WORKS, 
WEDNESBURY, 

Beg to draw the attention of Engineers and Managers 
of Gas Works to the superior quality of the Article 
they manufacture, both in respect of the iron employed, 
and the perfect manner in which it 1s welded; in 
proof of which they can refer to the testimonials of the 
most eminent Gas Engineers, and the experience of 
the principal of the large Gas Companies of the kingd 
Orders promptly executed. 








ROBERT MACLAREN and CO,, 

EGLINTON FOUNDRY, GLASGUW, 
Manufacturers of all sizes of Cast-Iron Main Pipes, by 
animproved Patent. General Ironfounders, Gas En- 
gineers, and Wrought-lron Tube Makers. 


SHEEN, Gas and Railway 
: ¢ Lantern Maker, 90}, Holborn Hill, begs to 
inform Managers of Gas-Works, &c., that she con- 
tinues to contract and supply Lanterns on reasonable 
terms, and keep them in repair by the year. 


ENJAMIN GIBBONS, Jun, 
DEEPDALE FIRE-CLAY & BRICK WORKS, 
Near DUDLEY, 
Manufacturer of every description of Fire-Bricks, 
Lumps, Quarries, Shields, Flue Covers, &c., to any size 
or shape required, 


FIRE-CLAY RETORTS, 
TO MopeL or DRAWING. 

B. G. begs to call the attention of Gas Companies to 
his Fire-Clay Retorts, which have been used with great 
satisfaction in some of the largest Gas-Works in the 
Metropolis and many Provincial Towns in England, 

References given, if required. 


THE PURIFYING-HOUSE SUPERSEDED, 


R. LAMING (Inventor of the 
Revivified Oxide of Iron Purification) has the 
satisfaction to announce that Gas may now be purified 
in a manner that combines unusual commercial ad- 
vantages with all the possible requirements of the 
sanitary officer and the public. All that need be said 
to call attention to the new process is, that instead of 
the purifying-house, two vessels of small area, placed 
after the condenser, suffice; that these vessels never 
have the least communication with the atmosphere; 
and that neither lime, oxide, nor any other substance 
foreign to the gas itself is brought into contact with 
it. Gas engineers will perceive among the advantages 
thus offered, economy in room, labour, and materials; 
impossibility of nuisance; and total absence of injury 
to the illuminating power. 
Particulars by addressing Ricuarp LaMINa, 118, 
FENCHURCH STREET. 














NOW READY, 


OL. VII. of the JOURNAL of GAS 
LIGHTING, WATER SUPPLY, and SANI- 
TARY IMPROVEMENT, for 1858, price 2ls., bound 
in cloth and lettered. A few copies of Vols. I1., III, 
1V., V. and VI. are still on sale. 
W. B. Kina, 11, Bolt Court, Fleet Street. 





THE GREAT CENTRAL 
GAS CONSUMERS’ COMPANY. 
Just Published, 


A FULL Report of the Proceedings 

on the ARBITRATION between A, A. CROLL, 
Esq.,and the GREAT CENTRAL GAS CONSU MERS’ 
COMPANY. Before C. MAY, Esq., C.E., F.R.S., and 
THOMAS G. BARLOW, Esq., C.E., Arbitrators, and 
C. HOGGINS, Esq., Q.C., Umpire. 
Reprinted from the Journal of Gas Lighting, Water 

Supply, and Sanitary Improvenent. 
Price 5s., bound in cloth, 

A few Copies are on Sale, bound up with the Pro- 
ceedings before the Parliamentary Committee on the 
Company’s Bill in 1850—price 7s. 6d. 

W. B. Kina, Office of the “* JouRNAL oF Gas 
Lieutine,” &c., 11, Bolt Court, Fleet Street, LonDoN, 
E.C. 


PAROCHIAL ASSESSMENT OF GAS 
AND WATER WORKS. 
Just Published, 


FULL Report of the Arguments 
and the JUDGMENT of the COURT of 
QUEEN’S BENCH, delivered on February 25, 1859, in 
the case of the WEST MIDDLESEX WATER-WORKS 
COMPANY and the OVERSEERS of HAMPTON. 
Price ls.; by Post, ls, 1d. 





Also, uniform with the above, price 2s., 


A REPORT of the Appeal of the Cam- 
BRIDGE GASLIGHT COMPANY versus the 
GUARDIANS of the CAMBRIDGE UNLON, heard at 
the BOROUGH SESSIONS on Saturday, January 8, 
and Friday, January 14, 1859. 

W. B. Kine, Office of the “JourRNAL or Gas 
yma &c., 11, Bolt Court, Fleet Street, Lonpon, 


ILLIAM RYDER, General 
. MINERAL anp METAL AGENT and 
MEKCHANT, 4, DEAN STREET, 
NEWCASTLE-ON-TYNE, 
is prepared to supply Gas and Water Companies with 
Apparatus and Appliances of every description, in- 
cluding Cast and Wrought Iron Goods, Coals, Fire- 
Bricks, Retorts, &c. &c. 
Any communications addressed to him as above shall 
have prompt attention. 
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| circumstances, by means so simple and effective as to baffle and remove those objections which have been successfully urged 





‘ESSON’S PATENT 
COMPENSATING GASMETER 


Affords absolute security both to Gas Companies and Consumers, by maintaining a constantly accurate Water-Level under all 


against other complicated contrivances professing the same object. 
MANUFACTURED ONLY BY 


WILLIAM COWAYN, 
Buccleuch Street Works, EDINBURGH ; 


AND 


Commercial Chambers, Ridings Court, St. Mary’s Gate, MANCHESTER. 


EstaBiisHep 1827, 
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PATENT DRY and IMPROVED WET GAS-METER WORKS, 
7, SNOW HILL, anv 16, WEST STREET, LONDON. 
ESTABLISHED 1836. 


J. MEACOCK begs to call attention to his patent method of securing the Leather 
diaphragm of his Dry Meter. Instead of using the soldering iron for this purpose, 
it is held between two flat Metal Rings, and screwed up sound to a metal frame, as 
shown in the drawing. 

By this improvement the perishing effect of hot tools to leather being avoided, its 
durability must be longer; also, its repair when needful is most simple, as a new 
leather diaphragm can be applied by merely unscrewing the old one from the rim 
or frame to which it had been screwed up. 

Meters of Gas Companies being subject to so much wear and tear, J. M. begs 
leave to assure those who may honour him with their commands, that nothing 
but the stoutest materials for cases, the hardest gas-resisting metals, and best 
foreign leather for the interiors, will be used, and none but first-class workmen 
employed in their construction. 


Wet Gas-Meters Repaired and Reconstructed with J. Meacock’s Modern 
Improvements. 


METERS SENT ON APPROVAL. 
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In consequence of the great demand for the above Meters, J. Meacock has found it necessary to remove his 
Manufactory to more extensive Premises, 16, West Street, Smithfield, where Orders will be executed 
on the shortest notice. 


| ( 
| \ 











EDWARD COCKEY & SONS 
a PATENT GAS VALVES. -_ 


Tusse Valves are formed of two cast-iron cylinders, with seg- 
mental divisions, having faces ground gas-tight, the upper 
cylinder turning horizontally on the lower one. 








The lower cylinder has pipes from each division communi- 
cating with the vessels to and from which gas is to be passed. 
The upper cylinder has corresponding divisions, so arranged 
as to direct the passage of gas to the different segmental = H 
divisions in the lower part, and when it is turned on the face Fig. 4. i 
of the lower one to alter the flow of gas from one vegsel to i] 
another. | 








Fig. 3. 
Fig. 3 represents an arrangement for four purifiers, in which, by turning the upper cylinder, Fig. 4, the Gas is: 

directed through three purifiers, and either one in rotation left out for cleaning. P 1] 
A slight variation of this arrangement adapts the Valve to three purifiers 

having each one in rotation out of use. 
Another arrangement is just completed for two purifiers, by which the Gas may be directed through both purifiers together, || 

entering either first, or through either purifier separately, The advantages of this arrangement will be too manifest to | 

Gas Manufacturers to need comment. i 
The Valves are manufactured by the Patentees at their 

IRON WORKS, FROME SELWOOD. {] 


The following Testimonial has been received from an eminent Engineer :— 
Gaslight and Coke Company's Office, Cheltenham, Jan, 17, 1859, 


, passing the Gas through two of them, and. | 


Messrs. Cockey and Sons, Frome. 
Gentlemen,—The Patent Purifier Centre Valve which I had fixed instead of the common hydraulic valve for one of our sets of purifiers with 


9-inch connexions, I am happy to say continues to afford satisfaction both to myself and to the workmen who have the charge of it, 
I am, Gentlemen, yours truly, ; W. Esson, 


EDWARD COCKEY AND SONS 


PURIFIERS, SCRUBBERS, CONDENSERS, anp OTHER IMPROVED GAS APPARATUS, 


HAVING PATTERNS SUITABLE FOR GAS-WORKS OF DIFFERENT: SIZES. 
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ESTABLISHED IN 1795. 


JOSEPH CLIFF, "| 


WORTLEY FIRE-BRICK WORKS, near LEEDS. 





THESE RETORTS are unrivalled in excellence, being the BEST FINISHRD INTERNALLY, and THE MOST CORRECT IN FORM, of any in the Kingdom, From the peculiar | 
composition used in working up the face of the material, they are rendered unusually smooth, close, and FREE FROM SURFACE CRACKS, thus, in a great measure, preventing | 
leakage and the adhesion of carbon to their interior surface. 

To meet the yearly increasing demand of UPWARDS OF THIRTY SEASONS and to carry out the late improvements in the manufacture, the Premises have been 
re-erected and much enlarged, and Engineers may rely WITH CONFIDRNCE on their orders being completed with a greater regard to despatch than by any other House, 
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THE WORKS ARE WELL SITUATED 


For EXPORT from the Ports of 








BisrtLey IRON WORKS, ARRIS and PEARSON 
CHESTER-LE-STREET, PROPRIETORS OF 

DURHAM. 

Manufactory for every description of Casting and MANUFACTURERS OF 
Warehouse in London for Cast-iron Pipes and Con- 
nections of all sizes and in any quantity, Scott’s Wharf, } 
Bankside, Southwark. | 
Office in London, Mr. E, M. PERKINs, 78, Lombard 
Street. 


AMBLECOTB FIRE CLAY AND BRick Works, 
STOURBRIDGE. 
Late in the occupation of I, and W. King. 
Originally J. Pidcock, Esq. 





BEST AND CHEAPEST SLUICE-COCK. 
; | 





Zz iH eee i 
BROWN AND MAY’S PATENT. 


Above 3-inch diameter, price 10s. per inch. Brass face, 6d. per inch extra. 
Can be taken to pieces without being removed from the line of Piping. 
NORTH WILTS FOUNDRY, DEVIZES. 
Wholesale Agents, Messrs. S. and E. RANSOME, 31, Essex Street, Strand, E.C., 


Where a Sample may be seen. 


BEST CLASS-HOUSE POT AND CRUCIBLE CLAY. 


' 
Machinery for Gas Works and Water Works. FIRE BRICKS GAS RETORTS &C, 


LONDON, LIVERPOOL, 

HULL, MIDDLESBRO’, 

F HARTLEPOOL, and STOCKTON. 
FIRE-BRICKS, LUMPS, GUARDS, TILES, AND CLAY OF THE SAME QUALITY. 


M. B. NEWTON, London Agent, No. 4, Wharf, King’s Cross Goods Station. 








EORGE CUTLER, Gasholder 
MAKER, 


No. 8, WRENLOCK-ROoAD, Crty-RoAD, LONDON. 

Contracts for Tanks, Gasholders, Roofs, Purifiers, 
and all descriptions of Gas Apparatus executed on the 
most reasonable terms. Improved Slide Valves, Steam, 
and Range Boilers, and Smiths’ Work, of the best 
materials and workmanship. 





“ALL DOUBTS REMOVED.” 
EFRIES’ celebrated Dry Gas- 


METERS, of which there are 80,000 in use in 
Palaces, Churches, Chapels, Royal Dock-yards, Club 
Houses, Public Offices, and other buildings throughout 
the Empire, the Continent, and Colonies. 

His meter for 1500 lights, in use upwards of ten 
years at the Royal Italian Opera, until that building 
was destroyed by fire, was long afterwards dug out of 
the burnt ruins, then tested by the Chartered Gas Com- 


| pany and found inflexibly correct. 


On the 9th of June, 1858, at the Western Gas Com- 
pany. his meter for 150 lights, after considerable use, 
was doubted, and subjected to the most variable tests, 
from the full lighting down to a single jet, and in each 
case, as in numerous other instances, accuracy was 
finely indicated. 

His two large meters at the Thames Tunnel have 
been in constant use day and night for upwards of 
twelve years (onecontinuation of dark hours), subjected 
to the wear and tear of 75 years, as compared with the 
ordinary hours of using gaslight above ground. 

Gas Companies honouring Mr. Defries with their 
commands for his PATENT DRY METER, which 
has done se much service in simplifying the fitting up 
of gas, as well as checking surreptitious burning, will 
be guaranteed perfection for five years free of charge. 

Defries’ Prize-Medal Gas Baths, Gas-Cooking and 
Heating Stoves. The Polytechnic Gas Fire, with in- 
destructible fuel, in daily operation (Saturday ex- 
cepted) at the Office, 406, Euston Road, Fitzroy Square, 
LONDON, 














LIVESEY FIRE-CLAY WORKS, 
NEAR BLACKBURN, LANCASHIRE. 


ORLANDO BROTHERS, 
MANUFACTURER OF PATENT CLAY RETORTS, 


AND EVERY DESCRIPTION OF 











TUBULAR CLAZED SEWERACE PIPES, BENDS, JUNCTIONS ETC. 
| __ FIRE-BRICKS, TILES, BLOCKS, AND CHIMNEY-TOPS. 


WILLIAM INGHAM AND SONS, 
WORTLEY FIRE-BRICK AND RETORT WORKS, 





W. INGHAM and SONS, having for many years been extensively engaged in the Manufacture of 
RETORTS AND FIRE-BRICKS FROM THE CELEBRATED WORTLEY PIRE-CLAY, 
beg to call especial attention to their RETORTS, which have for many seasons proved to be uusurpassed in quality by any in the Kingdom, their FREEDOM FROM 
CRACKS and the ADHESION OF CARBON rendering them worthy the attention of all parties interested in the making of Gas. P 
The Works are of such magnitude as to ensure the prompt execution of orders to any extent, 
Estimates for Setting, or Bricklayers sent when required. 
GAS OVENS IN SEGMENTS OF EQUAL QUALITY. 


London Agents: CHADWICK and AKEROYD, Willington Stone Wharf, Regent’s Park Basin. 
A large stock of Fire-Bricks, Fire-Clay, Terra Cotta, and Drain-Pipes of all sizes kept in London at CHRISTIE & CO.— 
Wharf, 64, Bankside, Southwark, where all particulars of Prices, éc., may be obtained. . 
N.B.—Ezport orders continue to have prompt attention. 
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ALEXANDER WRIGHT, 


GAS ENGINEER, MANUFACTURER OF GAS-METERS, GOVERNORS, AND EVERY DESCRIPTION OF GAS APPARATUS, 
55, MILLBANK STREET, WESTMINSTER. 
CONSUMERS’ METERS at the List Price, with a Liberal Discount to Wholesale Purchasers. 
THOMPSON’S BROMINE TEST, £1. 1s.—Bromrne, 3s. per Ounce, 
BISULPHURET OF CARBON TEST, £2. 2s. | 
APPARATUS FOR DETERMINING THE HEATING POWER OF SAMPLES OF COAL a= OTHER DESCRIPTIONS OF FUEL, $5. 5s., I 














INVENTED BY LEWIS THOMPSON, Esq., M.R.C 
REGISTERING PRESSURE GAUGE, Net Price, £8. Glass Sheds, 10s. extra. 
STATION METERS, PRESSURE GAUGES, PHOTOMETERS, SPECIFIC GRAVITY APPARATUS, &c. 


CROLL’S 


PATENT IMPROVED DRY GAS-METER, 


a 





NEW VALVE. OLD VALVE. 
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Manufactured by ‘CROLL, , RAIT, and CO., LONDON. 
FACTORY—Canal Bridge, Kingsland Road, N.E. 


* | 

Messrs. Crout, Rat, and Co. having stated that the New Valve is an improvement to Mr. CROLL’S DRY GAS. | 
METER, have much pleasure in supporting that statement by the opinion of practical men. They have authority to say that 
the following gentlemen, connected with the London Gas Companies, consider the alterations lately made, especially those | 





affecting the Valves, to be important improvements therein. 
GEORGE LOWE, F.R.S., Consulting Engineer to the Chartered Gas Company. 


WILLIAM MANN, Engineer . . . «. ~~ 5, City of London Gas Company. 
ROBERT JONES, Engineer. . . . ~. ~ 4, Commercial Gas Company. 
HUNTER JONES, late Engineer . . . .  ,, Equitable Gas Company. 
JOSEPH CLARK, Engineer . . . . ) 


THOMAS KIRKHAM, Engineer . . . \ » Imperial Gas Company. 

DAVID METHVEN, Engineer . »  % 

ROBERT LAING, Engineer and Secretary. .  ,, Independent Gas Company. 
RICHARD JONES, Engineer . . . . ~~ ,, London Gas Company. 
WILLIAM INNES, Engineer . . - + 4, Phoenix Gas Company. 

GEORGE WILTON, Resident ne - «+ 4 Ratcliff Gas Company. 

THOMAS LIVESEY, Engineer and Secretary. ,, South Metropolitan Gas Company. 


DAVID HUNTER, Jun., Resident Engineer . ,. Surrey Consumers’ Gas Company. 
This opinion is also confirmed by 
JOHN KIRKHAM, Civil and Consulting Gas Engineer. | 
R. M. CHRISTIE - ” | 
THOMAS G. BARLOW __,, - 


D., ‘HULETT and CO., 55 and 56, ‘HIGH HOLBORN, LON DON, 
PATENTEES and MANUFACTURERS of the ONLY GOOD MERCURIAL GAS REGULATOR, | 
invite the attention of Gas Companies and the Trade generally to their Improved GAS-METERS, which they warrant equal to| 
any in Quality, Workmanship, and Simplicity of Construction, and the only Meters from which Gas cannot be obtained without 
being duly registered. MANUFACTURERS OF | 
GAS CHANDELIERS, GLASS LUSTRES, HALL LANTERNS, VESTIBULES, BRACKETS, PENDANTS; 
DOUBLE CONE, ALBERT, SHADOWLESS, & EVERY DESCRIPTION OF BURNER, UNION JETS, BATSWINGS, ETC.; | 
IMPROVED FULL-WAY CARTER’S VALVES (much approved of); 
GAS-STOVES, and every article connected with Gas Apparatus. 
CAST & WROUGHT-IRON PIPE, BLACK & GALVANIZED. COPPER. TIN, BRASS, & COMPOSITION TUBING. 
D HULETT’S IMPROVED SERVICE CLEANSER 
for clearing out Mains, Services, and Interior Fittings—60s. net. 
Boyle’s Patent Silvered Glass Combination Reflectors and Outside Lanterns. | 
Sole Manufacturers of Church and Mann’s Photometer. | 
Large Pattern Books, with every vethdthattii of Gas-Fittings, Chandeliers, &c., with complete Book of Prices, 12s. I] 
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